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St.  Paul's  Church  Begins  6-Month  Celebration  of  Its  125th  Anniversary 


A  parish  which  in  the  mid-1 9th 
century  had  no  church,  no  rectory, 
;no  money  and  no  land  on  which  to 
'build  began  on  Sunday  a  six-month 
celebration  of  its  125lh  anniversary. 
,  St.  Paul's  Catholic  Church  and  its 
mission,  St.  James  of  Rocky  Hill, 
today  numbers  2.187  families  who 
keep  three  priests  busy,  has  a 
thriving  parochial  school  of  500 
children  and  owns  land  in  West 
Windsor  and  in  Montgomery  Town- 
ships for  future  parish  expansion. 
Over  the  span  of  the  past  century 
and  a  quarter,  the  parish  has  built 
four  churches-the  first  three  giving 
way  successively  as  need  for  ex- 
pansion developed. 

St.  Paul's  dates  back  to  Sep- 
tember 1850,  when  Father  John 
Scollard  was  sent  here  as  the  first 
resident  pastor.  Before  that  time, 
priests  from  St  Patrick's  (now  St, 
Peter's)  Church  in  New  Brunswick 
visited  Princeton  as  a  mission  They 
said  Ivlass  to  some  60  families  in  a 
farmhouse  near  the  Alexander 
Street  basin  which  belonged  to 
Governor  Charles  Olden  (whose 
home  was  Drumthwacket)  and 
which  was  occupied  by  James 
Boyle. 

Arriving  in  Princeton,  Father 
Scollard  rented  a  hall  on  Nassau 
Street  and  formalized  the  mission 
into  the  Immaculate  Conception 
Catholic  Church  of  Princeton.  As 
soon  as  possible,  he  purchased  a 


lot  at  182  Nassau  Street  and  on  St 
Patrick's  Day,  in  N/larch  of  1 850,  with 
the  help  of  every  able-bodied  man, 
broke  ground  for  the  first  Catholic 
Church  in  Princeton. 

After  the  foundation  was  laid,  the 
walls  of  the  church  rose  slowly. 
Father  Scollard  travelled  on  foot  all 
that  winter  through  the  surrounding 
communities  to   solicit   labor   or 


'^'fJiimuC:::^    ^=^ 


F/rsf  Catholic  Church  in  Princeton,  1850- 
1857  Shelched  by  a  parochial  school  pupil 
at  the  turn  ot  the  century  tram  descriptions  by 
those  who  remembered  it 


materials  lor  his  church.  Two  years 
were  required  to  complete  it. 

The  parishioners  then  turned  their 
attention  to  building  a  rectory 
behind  the  church  Later  moved  for- 
ward and  remodelled,  it  became  a 
residence,  and  today  is  the  office  of 
Dr.  Louis  Rampona.  Father  Scollard 
also  opened  the  first  church  school 
in  the  church  basement. 

In  1857,  Father  Scollard  was  tran- 
sferred and  was  succeeded  by 
Father  Young,  a  convert  from 
Episcopalianism,  As  a  boy  growing 
up  in  Princeton  where  he  later  at- 
tended the  University,  Father  Young 
once  in  curiosity  slipped  out  of 
Episcopal  services  just  as  the  ser- 
mon began  and  ran  through  the 
woods  to  hear  Ivlass  said  by  the 
visiting  priest  in  the  Boyle  far- 
mhouse. "About  12  years  from  the 
day  I  saw  holy  mass  celebrated  in 
that  shanty,"  he  wrote  later,  "I  was 
the  Catholic  parish  priest  of  my  own 
town,  and  the  first  mass  I  celebrated 
there  was  with  the  identical  vest- 
ments the  priest  wore  on  that  day." 

Father  Young  was  the  initiator  of 
the  musical  tradition  of  the  parish. 
He  placed  the  first  melodion  in  the 
church,  which  was  replaced  in  1859 
with  an  organ  Being  a  convert,  he 
was  eager  to  convert  others.  In 
January.  1859.  he  invited  three 
other  converts  to  conduct  a  week- 
long  mission  to  which  he  asked  all 
the  townspeople. 
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Taxes  Required  by  Pending  Public  School  Education  Act  May 
Strike  Hard  at  Borough  Property  Owners  and  in  Nearby  Towns 


ilmost  unnoticed  clai 
m  the  Public  School  Education 
Act  of  1975.  which  is  aimed  at 
implementing     the     much- 
discussed    thorough    and    ef- 


Butterfly 
Chair 


For  porches,  patios, 
dens  and  living  rooms. 
White,  blacl<,  coral, 
yellow,  turquoise,  green, 
terra-cotta,  red       $22.95 
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$10.95 


Nassau 
Interiors 

162  Nassau  924-2561 

l^inceloaNJ. 


Borough  oontains  about  34  In  Princeton,  as  Mr.  Cor- 
percenl  of  ttie  tax  rotables  in  niortli  points  out,  the  bill 
the  two  municipalities.  would  work  exactly  opposite 

the  good  intentions  of  the 

tern  "nf  ni.hli,-  "  ""^  '''"  becomes  law.  the  legislators,  who  in  the 
New  Jersey  could  Borough  would  have  to  pay  a  'thorough  and  efficient" 
„!*„  D,7„™.T  share  of  school  support  spirit  want  to  equalize 
proportionate  to  its  tax  educational  costs  and  op- 
ratabies.  Its  share  would  portunities  between  rich  and 
increase  by  about  $450,000  a  poor  communities 
year.  The  Township's  share  According  to  Mr.  Corn 
would  decrease  by  that  same  forth's  study  of  the  1970  census 
amount.  data  for  the  Princetons,  ex- 

Mr.  Cornforth  studied  the  eluding  students,  the  average 
figures  and  kept  arguing  per  family  income  in  the 
against  this  section  of  the  bill.  Township  is  50  percent  more 
but  to  no  avail  and  with  little  than  that  in  the  Borough 
public  interest.  Then  the  Under  the  provisions  of  the 
Senate  passed  its  portion  of  proposed  law.  Borough 
the  bill  on  May  27,  and  its  families  are  the  ones  hit  with 
enactment  became  more  of  a   the  increased  property  tax. 

reality.    Mr.    Cornforth    also  

;hlp.roug'he^tr™re"indi'caT(S'  ''^"'"^  the  proposed  law's  .saving  Clause.'  Opponents 
that  the  owner  of  a  similarly  ™P??  J".*^'""^''"™'  *''";S  "f  the  bill  point  out  thM  all  of 
lued  house  would  suddenly  "  'f  ,.,"='°  ''eg'onal'zed  with  t^e  regional  school  systems  in 
be  facid  with  an  additional  $50  West  Windsor  Township.  It  ,.„s  i,rea  were  formed  on  a 
per  year  in  school  taxes,  wasaisastrous.  per-pupil  baws  of  cost  sharing. 

The  culprit,  from  the  point  ir„„i,.ii„„  „,  i,..„i.  .i  r>„  In  fact,  if  a  state  law  had  not 
of  view  of  iKese  c  r,  o  ,7  ,S"°"- °P  been  enacted  in  1953  to  allow 
municipalities  is  a  section  of  Sunday.  Junes  Mr.  Cornforth  this  method  of  regionalization, 
the  bill  requiring  regional  and  Borough  Mayor  Robert  the  opponents  argue,  most  o 
school  systems  to^ha?e°the  ?rl7hip"cl  r^  Ch  ?' Ste^  "^".{f^ool  meWs  never 
l!!!!-,!™."'™!'..™!".!?"-^'!^!?  who  .n  turn  alerted  the  "Tj'''';'°S''„^.r  ih» 
Committee    to   the    problem 


educat 

cost  taxpayers  in  Princeton 
Borough,  Plainsboro  Town- 
ship and  Hopewell  Township 
hundreds  of  dollars  a  year  in 
additional  taxes. 

Hardest  hit  would  be 
Plainsboro,  where  the  owner 
house  assessed  at  $50,000 
Id  have  to  pay  more  than 
$500  a  year  in  additional 
school  taxes.  In  the  Borough, 
officials  estimate  that  the  bill 
would  raise  the  levy  by  44  tax 
points,  or  an  additional  $220  on 
a  residence  assessed  at 
$50,000     In    Hopewell   Town- 


ather   than 


School   Board   Member  Bar- 


already    begun   an  effort   to 

change    the   thinking   of  the   jj|' 

legislators.  The  citizens  hope    nids  toVe^volt  m  thTs  L^shion! 

that  a     grandfather     clause 


systems  to  maintain  their 

present   means  of  financing,    would^'rti'^Msy.' 


luat 

lElHS^iT^^"""^  Sarr'v^f?^IM  7s:Zc!^e  [j^Tui;;;;^  ^ a^^saving 
bl^fore'^The'^'  ?ducatio"na^  2^'™  '"  ^"^  "^ht  against  the  |!.rusl''Tthefmanegrsla\rn 
committee     of     the    State      ,'i..  .  "'a'  would  have  the  effect  of 

Assembly  ,  ^^  ""^  ^''"'»V,'^'"^ens  on    .exempting  existing  regional 

*     ''"ed  incomes  who  are  sud-   school   districts   and  proser- 

in Plainsboro  citizens  have   denly  faced  with  another  $300   ving  the  contract  between  the 
in  KlainsDoro,  citizens  have   ,„  |^xes.-they're  the  ones  who   two  Princetons." 

,11  really  be  zonked,     said  

Wright.    ■•No  system       Advocates  of  some  sort  of 
hange    in   school    financing 
ran  hp  institiitpd  that  would    '"  i  "■."'*     ^.asc     ^"^v,  ,f"   argue    that    the    per-pupil 
can  oe  instimtea  mat  wouia   evolutionary   change   (it  the  =v?tem   is   not  cnnstitntinnal 
allow  existing  regional  school    ^hanpe   were   imnlemented    system    IS    not , constitutional 
cv=iBm=  In  maintain  their  ^nange  wcre  impiemcniea    under  the  terms  of  the  Cahill 
over  five  years,  for  example)    „    Robinson  decision.  Their 
position        is       buttressed 
„,     „.  .  ~;  ...  somewhat  by  the  fact  that  one 

The  Plainsboro  citizens  are  „,  t^e  bills  sponsors.  State 
ming  their  protests  senator  Stephen  Wiley  is 
'"eat'""-'  ""^'""'"'  "  '"^  primarily  at  Albert  Burstein,  considered  a  respected  con- 
Last  week  the  Plainsboro  ^  Democrat  who  is  chairman  sututional  lawyer 
Last  weeK  me  KiainsDoro  „f  ,^c  Assembly's  education  T-Kp  „nnonents  are  moving 
Township  Committee  passed  a  „„mmitlp<.  and  Princeton's  '"C  opponents  are  moving 
resolution  uraine  that  this  .  ..  .'  j  i ,  '^f'"'^^'""  *  ahead,  trying  to  find  other 
slct^n  of  the  promsed  law  t^  *""''  Martindell,  who  was  a  jcgal  authorities  to  argue  that 
secuoiioi  ii«?  pioposeu  idw  ue  co-sponsor  of  the  bill  in  the  ,h°  „„  nimil  svstem  is  cnn- 
changed.  The  resolution  was   gengte  svsiem  is  ton 

distributed  shortly  thereafter       ironies      Abound       Mrs 
to       Assemblymen        This    Martindell     lives     in     th( 

Tuesday.      school      board   Borough,  which  will  be  hurt  by   hTistend''of"Mre''&tae7er"to 
members  and  political  leaders   the  nresent  terms  of  the  hill    ™^.band  of  Mrs.  Mnneier--io 
from    both   narties    in   Plain-    5.5  P"^?^™'  terms  oi  tne  on.    enlist    the    support    of    other 
irom   Dotn  parties  in  t-iain    5,,^  ^^^^  represents  Plain-  cnnstdntinnal  lawvers 
sboro  plus  interested  Citizens,    sboro.  which  is  believed  to  be  ""s'''"""™'  '^"'y^'^^ 
I  distributed    leaflets    door-to-   (he  most  adversely  affected 
I    ?''„'„" 'l!f?,°!?i"„"™/Ki^.S   municipality  in  the  state,  but 
^^^  ^^^  ^^^  represent  West 
Windsor,  which  would  enjoy  a 
_.      slight   relief   in   individu. 
Cornforth    Concerned.    The    property  taxes  under  the  bill 

,^linn   nf   Iha  hill   rtarllina  il/llh      1^        f^  J 


t   least,   that  the 
system      can      Implen 
gradually,  so  that  the  shock  to 
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the  per  pupil  systei 
stitutional.  Plainsboro,  in  fact 
has  asked  its  township  at- 
torney, Joseph  Stonaker-lhe 


state. 


r  cable  their 


Gradual 

omprom 
dial    building    th 


eans    Sought. 

seemed  to  be 

week.    Lucy 

kenzie  of  Princeton,  a 

Democratic     nominee    for 

Assembly,    pointed   out    that 

"perhaps  there  is  something 

to  be  said  for  a  rev 


section  of  the  bill  dealing  with 
sharing  of  costs  among 
municipalities  in  a  regional 
district  was  little  noticed  by 
everyone     except     former 

Borough  Councilman  Charles  .       _^ .         .  ^, 

CornfOTth      Mr     Cornforth   assessments  and  tax  rataDies,    doingit  ina  gradual  way." 
became  aware  of  the  bill  about    the  school  system  is  also  one      she  said  that  the  legislators 
SIX  months  ago.  and  appeared   of  the  most  harmoniotis.    The    ,„  Tt-enton  were  now  taking 
before    the   Joint    Education    very   sad   tiling,     saia  ivirs^    the  concerns  of  communities 
Committee  considering  it  Wright,    "is  that  we  have  had    ,,|^    plainsboro  and  Princeton 

Thrconce™  he  expressed    f    excellen     regionalization   B„,„„gh  m  a  "serious  way,  " 
was       based      on       fairly    here  and  a  lot  ()f  harmony  with   and  she  indicated  that  those 


Harmonv    Threatened?    I 

Plainsboro-West    Windso; 

where  the  greatest  disparity    meTh5'of'"f'inancing."But 
exists    between    per    ptipil    n,^^,  ,„o|(  ,0^  some 
assessments  and  tax  ratables. 


West  Windsor.' 


eeking  to  modify  the  bill  have 


(l,e    the  first  place  ' 


West  Windsor's  taxes  stand   i,een   helped   by  the  snarl 


arising  over  the  consideration 


lirly 
straightforward  arithmetic. 
The  Borough,  which  formed    ,      .  „  „„.  ,  ,h.„ii  ii 

the   regionll   school   district    to  decrease  only  abou    1     ^_^^ 

with   the   Township   in   1966.    I^rce"''  '^"'■..fs  Mre,  Wright   „f  the  income  tax  bill 
contributes    only   about    29    Pomts  out      ihei,    laves  are 
percent  of  the  pupils  to  the    '"Shcr 
school     syst 


she  said. 


bought  some  time. 


This  Is 
PRINCETON 


consideration  a  policy  Next  public  meeting- 
governing  the  reading  of  battle'-*  is  scheduled  foi 
public  communication  at  Tuesday.  September  2.  the 
board  meetings;  postponed  a  day  after  Labor  Day.  No  one 
deadline  for  the  compilation  of  knows  for  sure,  but  the 
goals  for  the  school  system,  chances  seem  good  that  all 
from  June  30  to  September  30;  combatants  will   be  back  in 

and  put  on  ice,  for  the  time  placeatthat  time. 

WEDNESDAV  APPROVED    being  at  least,  its  running 

tation    with   School 

tendent     Philip    E. 


For  the  family  who  needs  a  4  bedroom.  2V2  bath 
house,  this  house  is  the  perfect  solution  There  is  a 
gracious  living  room  with  fireplace,  dining  room, 
eat-in  kitchen  and  screened  porch,  while  the  lower 
level  contains  a  large  family  room,  laundry 
facilities,  Vz  bath  and  2  car  garage.  The  lot  is 
beautifully  landscaped  with  mature  weeping 
cherry  trees,  dogwoods,  azealeas  and  bulbs  An 
excellent  family  house  in  a  marvelous  location,  it  is 
an  outstanding  value  at  $72,500 


(609)  924-4350  ALWAYS! 


166  Nassau  Street 
Princeton,  New  Jersey 


See  Our  Ad  On  Page  21 


At    Final    School    Meeting.  ^"  " 

With    only    Board    President   J"Pl. 

Winthrop  Pike  dissenUng.  the  McPherson 

Princeton  Regional  Board  of 

Education  last  week  approved 

the      revised      Wednesday 

program  for  school  and  staff 
I  I  development.  The  Wednesday 
I  I  program,  which  had  been  one 

of  several  points  of  con- 
troversy  between  the  board 

and  school  administrators  in 

the  past  year,  drew  generous 

praise    from    most    board 

members  in  what  was  the  last, 
I  I  and  probably  also  least 
I  I  heated,  board  meeting  of  the 
I  I  school  year. 


_       The  board  also  continued  its 

I  I  discussion  on  the  subject  of 

tudent  fees;   introduced  for 
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The  biggest  question  mark 
IS  Dr.  McPherson.  Just  a 
month  ago,  the  school  board 
was  meeting  with  the  New 
Jersey  School  Boards 
Association  and  considering 
suspension  of  the  superin- 
tendent. "The  chances  for 
reconciliation  are  not  very 
hopeful,"  Mr  Pike  said  then 
'There  is  not  much  that  would 
change  the  board's  view  of  the 
superintendent.  I  think  we 
would  be  better  off  without 
him,  and  you  might  say  the 
best  solution  is  a  divorce." 

This  week  the  plan  of  action 
seemed  more  deliberate 
Members  of  the  board  met 
again    Mondav    night   with 


Congratulations  to 
Graijuates,  It's  a  wonderful  time  in  your 
busy  lives  -  you've  all  worked  ver^  hard 
and  we're  pixiud  of  you.  I  went  to  the 
graduation  exercises  at  Stuart  to  wat- 
ch my  own  little  Kim  Mouse  graduate.  It 
was  lovely,  and  the  lump  in  my  throat 
wasn't  even  cheese.  I  think  I  even  saw  a 
tear  or  two  on  Mrs.  Mouse's  whiskers. 

Well,  now  they're  off  to  bigger  and 
better  things,  looking  for  that  wonderful 
big  cheese  out  there.  Best  of  luck,  kids, 
but  do  me  one  favor.  .  .forget  about 
building  that  better  mousetrap. 

The  Country  Mouse 

164  Nassau  Street 
Princeton  921-2755 

Hours;  9:30  -  5.  Monday  thru  Saturday 


ROMRWir 


"*  SECOND  CHURCH  AND  RECTORY:  Erected  by  Father 
^.  Young  in  1859,  later  used  as  a  convent  and  school, 
g  the  front  portion  was  moved  intact  to  6-8  Charlton 

%  Street  where  II  stiii  stands  as  a  law  office. 

e     A.,   n    ^     ««»c  1/  ni-i       S<"Cond  "Founder."  In  lft07 

■i  St  PauTs  125  Years  Old  Father  Thomas  R  Moran, 
o-  coni,„u«ir.OTCo.e.  who    might    be    called    the 

•>",,,,        .  ,        ,.  .    Church's    second    founding 

0  Unfortunately  the  sub-  ,„r  and  for  whom  Moran 
g.  flooring  was  not  sti-ong  enough  ^^p„jjj  ^^^  „a^ed  began  a 
H  for  the  crowd,  aiid  dunng  an  33  pastorate  which  was 
c  evening  service  the  altar  was  „a-V|,ed  by  construction  and 

1  seen  to  sway  and  the  sane-  expansion  The  foundations 
,S  luary  floor  caved  in.  No  one  g„^  l3„j        1^   f„r  a   new 

was  hurt,  but  the  building  was  ^j,yrch  had  been  laid,  and 
declared  unsafe  for  worship  f.^^^^^^  Moran's  first  task  was 
and  in  March  was  lorn  down.  ,„  complete  the  bricli  and 
the  stones  being  reserved  for  ^^g„g  building  for  $25,000. 

future  use,  using  stones  from  the  Father 

Scollard  Church  and  the  organ 
The  property  at  182  Nassau  purchased  by  Father  Young. 
Street  was  sold,  and  12  acres  xhe  The  cornerstone  for  this 
with  a  house  on  it  were  church  was  laid  in  1869.  a  spire 
acquired  at  the  present  site,  added  in  1871  and  in  1879.  when 
214  Nassau  The  house  was  i),e  mortgage  was  paid  off.  the 
renovated  to  serve  as  a  rec-  church  was  solemnly  con- 
tory  and  a  frame  addition  built  secrated  by  Bishop  Michael 
to  serve  as  a  temporary  corrigan, 
church  and  school.  Sometime  a  new  rectory  was  built  in 
between    1850  and   1857.   the  1H74    and  the  former  frame 

parish    was    renamed    SI.  building     was     used     for  ._.  „ , 

Pauls  education    In   1878  Father    ST.  PAUL'S  CHURCH,  1871  TO  THE  EARLY  1900  s; 

_^  Also  known  as  the  Moran  Church  for  the  pastor  who 
saw  to  its  construction,  it  was  demolished  in  1955  to 


Summer 

Clearance 

Sale 

begins 
Monday,  June  23 


•  Nassau  Street  Shop 

46  Nassau  Street 

•  Main  Store 

17  Palmer  Square 

•  Yarn  Shop 

41  Palmer  Square 


mal(e  way  for  the  present  St.  Paul's  Church. 

Moran  brought  six  teachine  to  accommodate  the  gn 


ving 


Palmer  §qimre.  fiinceton ,  NJ 


Sisters  from  the  Sisters  of  parish,  and  the  rectory 
Mercy  in  Manchester.  N.H..  to  doubled  in  size.  In  1912  the 
run  the  parochial  school  and  whole  front  of  the  church  was 
th''  religious  education  moved  forward,  a  choir  loft 
program.  This  in  turn  and  bell  towers  added  and  the 
required  construction  of  single  main  entrance  ex- 
another  building,  on  the  site  of  panded  to  three, 
the  present  school,  which  The  St.  James  Mission  in 
housed  a  convent,  the  school  Rocky  Hill  was  established  in 
and  St.  Scholastica's  19O8  and  a  second  priest  ad- 
Academy  for  Girls.  ded.    Juggling    the    convent, 

classrooms  and  the  Lyceum  or 

In    1890,   a   house  on  the  recreational  hall  between  the 

corner  of  Nassau  and  Moore  house  on  Nassau  and  Moore 
Street  was  purchased,  thus  street  and  the  school  building, 
expanding  the  property,  and  Father  Leahy  tried  to  keep  up 
the  old  frame  building  was  with  the  expanding  school 
sold.  The  front  section.  Father  population.  During  the  second 
Young's  rectory,  was  moved  decade,  a  new  bell,  a  new 
intact  to  6-8  Charlton  Street,  organ  and  repair  and 
where  it  is  now  the  law  offices  redecoration  of  the  Church 
of    Cahill,    McCarthy    and  were themainprojects. 

Hicks.  Lumber  from  the  rear  

portion  was  used  in  the  10-12  The  need  for  a  new  school 
Charlton  Street  residence  of  a  became  more  critical  with 
present  parishioner,  Mrs.  J.  each  passing  year,  and  in  1930 
Charles  Guinn.  a  school  and  Lyceum  arose  on 

In  1892  Father  Moran  was  the  foundation  of  the  1880 
made  a  monsignor  and  four  school  built  during  Father 
years  later  was  appointed  Moran's  pastorate.  In  1944. 
Vicar  General  of  the  Diocese,  with  pomp  and  ceremony,  the 
In  March,  1900,  he  died  of  lOOth  anniversary  of  the 
pneumonia  contracted  while  Princeton  Cathohc  Mission  in 
making  a  sick  call  in  the  Stony  the  Boyle  farmhouse  was 
Brook  area.  He  is  the  only  celebrated, 
pastor  of  the  Church  buried  in  in  spite  of  efforts  over  the 
itscemetery.  years    to    keep    St.    Paul's 

Church,  rectory  and  convent 

Father     Leahy     in     1904.  in  good  condition,  it  became 

Further  expansion  took  place  apparent  that  the  buildings 
under  the  pastorate  of  Father  were  inadequate  to  meet  the 
Walter  Leahy,  a  Benedictme  needs  of  the  growing  parish 
monk     before     coming     to  and  had  structural 

Princeton  m  1904.  Side  alcoves  weaknesses  beyond  repair.  In 
were  added  first  to  the  Church  April,  1955.  Father  Edward  C. 


Henry  informed  the 
parishioners  that  the  Church 
would  have  to  be  demolished 
as  would  the  rectory  and  the 
convent.  Many  in  Princeton 
bemoaned  loss  of  the  Moran 
buildings. 

TheOIdandtheNew.  Before 
the  Church  was  torn  down, 
Father  Henry  had  the  stained 
glass  windows,  the  Stations  of 
the  Cross,  the  St.  Joseph 
Altar,  the  Baptismal  Font,  the 
1917  organ,  the  1919  bell  and 
the  altar  furnishings  removed 
for  use  in  the  new  Church.  In 
keeping  with  a  tradition  in 
which  something  of  the  old 
church  was  incorporated  into 
the  new.  the  main  altar  and 
the  Blessed  Virgin  Mary  Altar 
were  crushed  and  mixed  into 
the  Concrete  poured  into  the 
foundation  of  tne  new  church. 

The  new  convent,  which  was 
built  on  the  foundations  of  the 
Moran  Church,  and  the  new 
rectory  were  completed  first 
in  1956.  The  following  March, 
Bishop  Ahr  of  Trenton  blessed 
and  dedicated  the  new  church. 
In  1970,  after  a  pastorate  of  20 
years.  Father  Henry  was 
assigned  at  his  request  to 
Morris  Hall  Home  and 
Rehabilitation  Center  in 
Lawrenceville  and  was  suc-- 
ceeded  by  Monsignor  John  J. 
Endebrock. 

Although  it  is  anticipated 
that  someday  St.  James  will 
be  its  own  parish  and  that 
another  church  will  be  built  on  . 
land  owned  in  West  Windsor, 
no  further  construction  is 
planned  at  the  moment. 

The  125-year  history  of  St. 
Paul's  reads  like  a  chronicle 
of  kings,  with  each  individual 
pastor  making  his  mark  on  the 
parish  during  a  time  when 
Church  and  pastor  exerted 
strong  authority.  In  1972. 
partly  as  a  result  of  the  Second 
Vatican  Council  and  partly  as 
a  return  to  much  earlier 
Church  customs,  the  first 
Parish  Council  was  formed  at 
St.  Paul's. 

This  39-member  Council  has 
done  much  to  assist  in  the 
administration  of  the  parish 
and  through  its  committees  to 
oversee  its  spiritual  and 
material  welfare.  According 
assistant  pastor,  life-long  as 
well  as  new  parishioners 
comment  on  the  present 
viability  and  warmth  at  St. 
Paul's,  and  he  gives  much  of 
the  credit  to  the  activities  of 
the  Parish  Council.  One  of  its 
happier  chores  has  been  to 
plan  the  six-month  celebration 
of  the  125th  Anniversary , 

WHAT'S  A  4TH  OF  JULY 

Without  Fireworks?  Well, 
Princeton  residents  will  have 
a  chance  to  find  out  this  year 
as  the  American  Legion  has 
announced  it  will  not  hold  its 
annual  fireworks  display  at 
Palmer  Stadium.  Increasingly 
heavy  work  loads  to  organize 
the  affair,  and  skyrocketing 
ticket    prices   just   to   break 


even    were  cited   as   con-  t, 

tributing  factors.  I 

The  Legion  had  sponsored  I 

orks  display  for  close  \ 


centur 


i  closed 
for  in- 
seats. 


thefi 
to  half  i 

Stadium.  It  was 
once  about  20  yeai 
when  the  stadium 
for  two  summe 
slallation  of  n 
Otherwise  it  was  much  a  part 
of  Fourth  of  July  as  flags 
flying  on  the  tree  streets  or 
beer  and  barbecue  in  the 
backyard. 

Stepping  in  and  hoping  to  fir 
the  ceremonial  void  is  tht 
Chamber  of  Commerce,  which* 
is  sponsoring  a  "Princeton 
Community  Picnic  Day"  on 
July  4  at  Community  Park. 

The  Chamber  has  no  formal 
organizational  plans  for  the 
day.  It  just  hopes  that  families 
will  turn  out  for  picnics, 
swimming,  tennis,  horse 
shoes,  knock  hockey,  chess 
and  checkers,  softbalf,  and  the 
old  Italian  favorite,  bocce.  All 
activities  will  be  free  except 
swimming  in  the  pool  and 
snacks  from  the  snack  bar. 

Reservations  are  required 
for  the  tennis  courts.  Players 
should  sign  up  July  3. 


^ovaaiBapitB 


\ 


Ji^jxr- 


FIRST  RECTORY:  Now  Dr.  Rampona's  office  at  182 
Nassau  Street.  Drawn  from  a  photograph  by  Joe 
Foley,  a  parochial  school  pupil  in  1904. 


TOPICS 

Of  The  Ton  it 


Ixiw  Moffat  read  verbatim 
from  the  application  sub- 
mitted by  the  University, 
which  said  the  fireworks 
would  be  a  visual  display  only 
with  none  of  the  bombs  bur- 
sting in  air  effects.  "They  said 
they  would  hold  the  display  at 
any  hour  Committee  thought 
appropriate  but  since  they 
promised  a  subdued  event  we 
figured  they  could  have  it  at 
midnight."  said  Mr  Moffat 
What  resulted,  according  to 

H Township    Committee    ap-   reports    he    received,    was 
Darently  has  failed  to  make  something     more     like 


LOOP  BUS  HALT  LIKELY 

For     July     and     August. 

Communication  gap. 
Misinformation.  Misin- 
terpretation. On  two  separate 
issues  in  recent  weeks. 
Township    Con 


tself    perfectly    clear,    to  military  exercise.  "This 

borrow   a   phrase,   to  both  situation    which    has    been 

Princeton      Borough      and  rather      laughed      off      by 

Princeton    University,    Com-  University   officials."    Mr, 

mitteemen  and  women  were  Moffat  said,  "The  University 

grumbling    about    both    at  owes  this  Committee  a  written 

Mondays  meeting.  report  on  how  this  was  allowed 

The   communication   gap  to  happen," 

with  the  Borough  involves  the  

fate  of  the  loop  bus  for  the  William   T.   Sutphin  said 

summer   months.    Borough  "this  failure  on  the  part  of  the 

Council  at  its  meeting  of  a  University  to  comply  with  the 

week  ago  passed  a  resolution  terms  of  this  agreement  casts 

authorizing   an   extension   of  rather  serious  doubt  on  their 

support  for  the  bus  for  another  credibility.  As  an  alumnus  I 

six    months,    but   then   an-  view  with  disapproval  their 

nounced  that  the  bus  service  lack  of  compliance." 

would    be   suspended   during  Mr.  Moffat  pointed  out  that 

July     and     August,     when  nearly    100    telephoned   com- 

ridership  is  expected  to  drop  plaints  were  received  by  the  be"put  ouUor  bids 


Parking  Ban  in  Township 

Township  police  will 
again  ban  parking  on  both 
sides  of  some  streets  and 
portions  of  others  to  ac- 
commodate the  expected 
crowds  of  spectators  for 
the  National  Women's 
Crew  Championships  to  be 
held  Thursday  through 
Sunday  on  Lake  Carnegie. 

Parking  will  be  banned 
on  both  sides  of  Roper 
Road,  Carnegie  Drive. 
Random  Road,  White  Pine 
Lane.  Marion  Road  (East 
and  West),  Gulick  Road 
and  Herrontown  Road. 

Other  streets  where 
parking  will  be  prohibited 
in  certain  areas  are  Route 
27.  Riverside  Drive  East, 
Littiebrook  Road,  Poe 
Road,  Prospect  Avenue 
Evergreen  Circle,  Shady 
Brook  Lane,  River  Road 
and  Dodds  Lane.  The  no 


iSkirm4 

1^9       All  tobacco,  cigars 

Palmef  Square  924-0123 

Opan  Sunday  10-1 


Day  Gowns 

For  Intanis 


On  the  Square 


The  Clothes  Line 


'ill  be 
posted  and  enforced  by 
Township  police. 


Recreation  for  review.  Once 
agreement  is  reached  with 
that  agency,  the  project  can 


off  sharply  anyhow,  two  police  departments.  Mr 

Committee   was   off-guard.  Bleiman  said  he  received  four 

"It  came  as  a  surprise  to  us."  calls  at  about  12 :  40  before  he 

saidMayor  Jay  Bleiman.  "We  could  get  his  phone  off  the  n^rk  could'^be  in  use  by  next 

realized  there  would  be  a  fall-  hook,   Mr.  Sutphin  said  that  spring    if  all  goes  perfectly 

idership  but  we  didn't  one   irate   citizen  came  into  accordmg  to  Mayor  Bleiman. 


,ight 

pleted?     Construction    could 
start  by  September  1,  and  the 


headauart 
service  without  investigating  complaint 
other     possibilities."     The   University 
mayor  thought  reducing  hours   lually  do  so  he  should  be 
of  service  during  the  summer   notified  that  he  still  has  the 
might  be  one  compromise   right  to  file  one." 
solution.  


against 
"he  didn't  ac-  anything 


dded  a  quick  warning: 
I  hate  to  be  optimistic  about 


Mrs.  Peggy  Van  Horn  of  16  path  construction 

Gulick  Road,  whose  letter  in  

support   of   the  system   was  An  extensive  review  of  the 

read  at  the  meeting:  "I  was  development  plan   for   the 

looking  forward  to  a  pleasant,  north  side  of  Community  Park 

quiet  summer.,,  with  the  bus  also  was  presented  to  Com 
taking  my  four  kids  to  thei 


birth  to  a  boy  last  Friday . 


SIX  STUDENTS  CHARGED 

In  Borough  Drug  Raid.  Four 
mittee  and  the  dozen  citizens  men  and  two  women  were 
various  activities."  Better  at  the  meeting.  The  plan  for  arrested  Friday  evening  in  a 
start  thinking  about  car  the  passive  recreation  area,  drug  raid  conducted  by 
pooling,  Mrs.  Van  Horn.  which    will    include   picnic   Borough  police  in  a  second 

tables,    two-acre   pond,    bike  floor     apartment    at     284 

Fireworks    Again     Com-  and  hiking  paths,  and  a  small   Wiggins  Street.  All.  police 
mittee  was  still  fired  up  about  amphitheater    — ■    —   --         •  — -        - 

the  University's  Senior  Prom  suDmiiiea    i 
and  fireworks  display.  Abbot  Borough         of         Outdoor 


SaKc^Kficsi  Guaranteed  -  RefiLcement  or  VVni)  I^AnJad 

PR€-SUMM€R 


GREAT  SAVINGS 

FOR  YOURSELF 

AND  YOUR  HOME 


Miller  Moves  Up.  Com- 
mittee accepted  one 
resignation      and      tabled 

urainances       Kassed.  another.  James  E.  Ward,  who 

Committee  thought  that  the  Committee  later  approved  a  would  like  to  resign  as 
Borough  had  the  same  in-  request  by  the  Recreation  chairman  of  the  Board  of 
clination,  "Apparently  the  Department  for  amplified  Adjustment,  is  being  asked  by 
Borough  representative  on  the  music  at  a  concert  July  10  at  Committee  to  hold  his 
Joint  Transportation  Com-  Battlefield  Park,  between  the  resignation  in  abeyance,  since 
mittee  misinterpreted  our  hours  of  7:30  and  8:30.  "That  t^g  Board  already  has  one 
member,  '  said  Mr.  Bleiman.  should  bother  no  one  at  that  vacancy  to  fill 
•I'm  sure  it  was   nothing  time,"  said  Mr.  Moffat.  Assistant    Administrator 

deliberate  on  the  Borough's      In  other  action.  Committee   Girard  C  Miller  handed  in  his 
part."  approved   the  environmental   resignation  and  prepared  to 

The  subject  will  be  design  review  ordinance  and  ^^^^g  over  as  the  first  fulltime 
discussed  again  in  executive  companion  code  amendment  administrator  in  West  Win- 
session  next  Monday  but  the  dealing  with  major  sub-  j^or  Township.  Mr.  Miller 
Mayor  is  not  optimistic  about  divisions;  and  passed  a  ^^^ne  to  the  Township  two 
any  summer  bus  service  That  resolution  authorizing  ap-  years  ago  as  a  22-year-old  boy 
fate  will  disappoint  at  least  plication  for  $115,000  in  state  ^yonder  Now  at  age  24,  he  is 
residents,  including  G''^"  Acres  funds  for  bike  already  a  full  administrator 
^^^^i    „.,  and  an  old  man;  his  wife  gave 


now    may   be  said,      were      either 
the    state's  dergraduate    or    graduate 


Pick  your 
colors- 12  ozs. 
Weor-dofed* 
Acrilarfyarn 

4  oz.  pull  skein 

Reg   3  skeins  tor  S2  61 

4-plv  acrylic  looks  and  leels 
like  wool.  Washable,  colorfast 
mothproof.  Choose  from  pop- 


Freezer  containers 
by  the  pack. 
Stock  up  now 

$179 

m  pf<9 

Reg.$1.99pkg. 

Guaranteed  unbreakable  fi 
age  containers  with  lids; '/-. 
in  package);  quart  (4  in  package), 
1Vi  pint  (6  in  package);  pint  (8  in 
package).  Save  nowl 


Take20%-offthe 

price  of  any  bikini 

in  our  entire 

assortment... 

Choose  styles 

and  colors  tor  the 

fashions  you  wear. 

Come  see 

and  save! 


Jumbo  20-qt. 
aluminum 
soup'r  pot 

9599 

Reg   $6.99 


Perfect  for  soups,  corn-on- the 
cob.  boiled  dinners,  more.  It's 
great  tor  baby's  bonles.  tool 
12  qt.  family  size. 
Reg.  $5.99 S4.99 


STRETCH  YOUR  BUDGET  WITH  DOOR  BUSTER  VALUES! 


ANTRON  llfconfrol 
briefs.  One  size  fits  all. 


2J3 


00 


Wt  Honor  Am«rtcon  exprett  And  AM  Molor  Cr«dtl  Card»_ 


Reg  $1  99  each 

Trim,  controlled  (it  with  "«" 
Antron  lll^nvlon  and  Lycra  span 
dex.  In  while  and  colors. 


Thread  assortment 


6Zf 


P*<9 


12-5pool  pack.  35  ydi.  escb  spool; 
4-900!  p*ck,  2S0  yds.  Mch  h)OoI; 
3-tpool  pack.  2S0  ydv  tach  900I 


Gingham  Garden' 
10  pc.  tumbler  set 

Reg  i3  99 

GtKiouj  de»gn  on  1 2  oj  fl 
tun*kfV  Hjvf  pttntv  o"  h 
to«  thOM  tall  funvTw  drtnhj. 


»3- 


I  i 


RMEWciJR 

Curtains.  Draperies 
Bedspreads,  Lamp  Shades 


W^a{& 


Fine  Apparel  for  Men  &  Women 


I  trpiesi'tif  the  Town 


students  of  Princeton 
University. 

Charged  with  possession  of 
marijuana  and  LSD  were: 
Hilary  Brown,  23;  Appleton 
Fryer,  Jr..  21;  and  Cnarles 
Read,  22.  all  of  the  Wiggins 
Street  address;  Mark 
Melnicove.  23.  of  Bethesda, 
Md  ;  Dawn  McGuire,  21,  of 
Lexington,  Ky.  and  Plummer 
Munt.  22,  Hillside  Avenue. 
Brown  and  Read  were  also 
charged  with  growing 
marijuana. 

Charged  the  next  day  with 
possession  of  under  25  grams 
of  marijuana  and  LSD  was 
Christopher  Ross,  24.  28Mi 
Wiggins.  Police  said  that  he 
had  appeared  at  headquarters 
to  inquire  about  the  search 
warrant  and  was  placed  under 
arrest. 

All  have  been  released  in 
their  own  recognizance  and 
are  scheduled  to  appear  in 
Borough  court  Augusts. 

The  arrests  were  the  result, 
said  Chief  Michael  Carnevale, 
of  a  two-month  investigation 
by  Det.  Timothy  Huizing.  head 
of  the  department's  narcotics 
squad,  and  Det.  Ronald 
Holliday  Joming  the  detec- 
tives in  executing  the  search 
warrant 


A  Garden ftr'c  June 

Dust  for  blackspot. 
Spray  tor  bugs— 
Arid  don't  target 
The  Ixer  for  slugs' 

Damp  is  the  word  <or  these 
parts  as  spnng  gives  way  to 
summer  --  a  developmen!  that 
will  occur  at  8  27  p.m  Saturday 
for  those  who  wish  lo  mark  the 
occasion  (ormally 

The  normal  amount  of  rain- 
tall  (or  June  was  long  since 
doubled,  and  it  could  triple  in 
the  remaining  11  days  As  a 
result,  various  plagues  that 
keep  Green  Thumbs  scurrying 
protectively  around  their  gar- 
dens   are    having    a    banner 

Despite  a  trend  away  from 
temperatures  ihat  have  been 
running  below  normal  to  more 
typical  June  heat  and  humidity, 
the  Man  actually  thinks  we  are 
in  tor  a  few  dry  days 
Seasonably  warm  (above  80  in 
daytime  hours)  and  sunny 
skies  ihrough  Sunday,  he 
claims 


week  or  two  is  expected  to  set  still  has  a  .case  pending  with 
a  date  for  a  trial  of  the  case,  the  State  bivision  of  Civil 
Dr.  Vieland.  who  argues  that  Rights,  as  does  Dr.  Vieland. 
she  had  tenure  in  her  position  This  week  a  spokeswoman  for 
and  coiild  not  be  removed  by  the  state  said  that  a  decision 
the  board,  is  confident  whe  from  the  director  concerning  a 
1!  be  returned  to  the  position  possible   public  hearing  into 


Agii 


and      PtI.      Victor 


According  to  Chief  Car- 
nevale. the  arresting  officers 
seized  a  quantity  of 
marijuana,  weighing  an 
estimated  50  to  75  grams;  six 
marijuana  plants,  each  about 
two  feet  high;  11  pipes  in 
various  sizes  and  shapes,  each 
containing  a  suspected 
marijuana  residue;  eight 
tablets  believed  to  be  LSD  and 
a  scale. 

This  is  Princeton 


representatives  of  the  NJSBA 
(0  determine,  in  Mr.  Pike's 
words,  "what  the  scope  of  any 
lure  meetings  will  be." 

Pike  Wants  Action.  Mr,  Pike 
^pressed  some 

ssatisfaction  with  the  pace 
ol  the  efforts  to  relieve  this 
mpasse.  "I'm  not  sure  all  the 
>ther  board  members  would 


agree  with  me,  but  I'm 
disappointed  that  it's  taking  so 
long." 

Dr.  Mcpherson,  who  had 
been  asked  to  resign  by  the 
board  in  a  9-0  vote,  affirmed 
again  his  intention  to  remain 
in  his  position.  "While  there 
are  still  some  significant 
issues  to  be  resolved,  the 
atmosphere  doesn't  seem 
quite  as  heated  right  now,"  he 
said.  "There's  a  desire  among 
some  parties  to  be  con- 
structive, to  work  things  out." 

Will  the  superintendent  be 
back  in  his  hot  seat  at  the 
September  2  meeting?  "I  have 
no  strong  indication  that 
anything  will  happen  over  the 
summer."  he  said.  "Of 
course,  I  never  rule  anything 
out  completely." 

Dr.  McPherson  said  he  still 
had  had  no  real  discussion 
with  the  entire  board.  "I've 
had  some  informal  talks  with 
individuals."  hesaid. 

Will  Vieland  Return?  Noone 
questions  that  a  new,  and  most 
people  agree,  improved 
Wednesday  program  will  be  in 
operation  come  September. 
Who  will  be  leading  that 
program,  however,  is  another 
question. 

At  last  week's  meeting  the 
Board  approved  the  ap- 
pointment of  Estelle  Browne 
as  acting  director  of  staff 
services.  Miss  Browne,  for- 
mer head  of  the  creative  arts 
department  and  assistant 
principal  of  the  high  school, 
succeeds  Constance  Vieland, 
who  wrote  the  Wednesday 
program  proposal  as  her  last 
official  function  as  director  of 
staff  services- 

Dr.  Vieland,  denied  reap- 
pointment by  the  board, 
finishes  her  job  this  Friday. 
Miss  Browne  begins  July  1, 
and  will  immediately  be  faced 
with  the  job  of  organizing 
courses,  writing  a  brochure, 
notifying  townspeople  (who 
are  invited  to  participate), 
and  lining  up  participants  for 
the  new  program.  The  job  is 
complicated  by  the  vacation 
schedules  of  the  staff. 

Meanwhile,  Dr.  Vieland  will 
continue  her  appeal  with  the 
State  Department  of 
Education,  which  within  a 


SAME 
DAY 

SHIRT 

SERVICE 

WASH-O-MAT 
259  IMassau  St 

Behind 

Viking  Furn. 

921-9785 


of  director  of  staff 

■Critical  Time."  "I'll  be  very 
sorry,  if  it  does  work  out  that 
way,  that  we  will  end  up  losing 
momentum  with  the  Wed- 
nesday program  at  a  critical 
time,"  Dr.  Vieland  said. 

The  Wednesday  program, 
first  instituted  in  January, 
1969,  gave  students  an  af- 
ternoon off  every  Wednesday 
and  gave  teachers  and  staff  an 
opportunity  to  work  on 
educational  problems,  the 
development  of  curricula,  and 
so  on.  The  program  came 
under  internal  and  external 
review,  and  earlier  this  fyear, 
the  consensus  of  opinion  was 
that  it  should  be  restructured. 

The  school  board  decreed 
that  the  program  should  take 
only  half  as  many  Wed- 
nesdays as  before,  and  that  it 
should  be  more  rigorously 
structured.  The  new  program 
is  divided  into  five  four-week 
sessions,  each  concentrating 
on  specific  educational 
programs. 

Teachers  or  staff  may 
request  a  maximum  of  two 
sessions,  or  eight  weeks,  to 
complete  independent 
projects.  But  independent 
work  will  be  approved  only  if 
the  individual  can  provide  a 
satisfactory  outline  of  the 
project;  the  project  is  con- 
sidered relevant  to  staff  or 
school  development  needs ; 
and  there  is  no  opportunity  to 
accomplish  the  same  project 


imminent. 


<.. 


ithli 


the      established 


Will  Euell  Return?  One  I 
other  school  position  that  was  I 
filled  at  last  week's  meeting  i 
but  which  is  still  subject  to  \ 
external  litigation  is  that  of   I 


ONE  OF  A  CLUTCH 
OF  CAFTANS, 
COOL,  LOOSE  & 
LOVELY' 

me^Tct,ng''pnncrpai;  ""'  ( 12  spflng  strcct 

But  Virginia  Euell,  who  was3nneCrOn,nj.  03540 


iiddle     school     principal,    ■ 
Phillip   J.    Cobb,    formerly  | 


denied  tenure  in  early  March, 
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Topics  of  the  Town  ''^''^^E^^i^rtte^ii!***^^ 


■•••■^^     In  the  opinion  of  pollsters  at 

J       co„„„„„„„„p,„.  University  Joins  Golf  Club  as  Defendant  ?a'Je  ot"""  "le  TOfa^l^wm" 

SILVERWARE  IS  STOLEN  In  Csse  of  Rscial  Bias  Against  Applicant  ^'■•h  the  Si!  o™  p^ift^'nl 

rrom      Palmer      House.  ="                  "^"^                  to  tear  apart  the  survey 

Si™"    P'^'^^l  °'    ster  ing      The  New  Jersey  Division  on    at  Princeton  is  the  member  to  

valJe  of  $2*6;^  werrS  Cwil  R.ghts  has  iclared  that    whom  Mr  Potter  ^rrs'          "Question  wording  is  an  art. 

vdiue  01   W.W5  were  stolen  j,  considers  both  Springdale       Mr  Litvack  is  DrooiKed  for  ''"'  '"  ""'■  '"'"<'s  these  were 

Prinoel?  ,f !""»?"    '""|  Golf    Club    and    Princeton    mrmbeSon  tfe  S  bv  a  '"''',  ™^"  *"'  ^"'"«'«>  "» 

?',"£"?"..^"'^"^.">'--"*"«',  University       "public      ac-    nominaUnV^mmmi  nrL'.  feality  of  the  situation."  said 


^ 


inceton  membership  on  the  board  hv 

.=.,„..  'Housr"'l"B'^vaS  ""'^".^''y       "P""'"^      '"^-  nominating^ommittee  pruTr  [f^^'l'y  °'  '"T,  ^''"»"° 

\2n7  ■         B^'y^"^''  commodations."  and  wUllook  to  the  annual  meetine  and  "arry  O  Neill.  executive  vice- 

p  1  ^  .K  .  .K      .  "P»"  them  in  that  light  in  its  with  at  least  thVee  others  President  of  ORC,  "We  asked 

Police  said  that  the  iteins   charge      that      thi      club  members   stinds  for  e°4t1on  '*°P''' '' "■•^^  *°"''*  f^™"- '*« 

=£i^?Ss  =;:^?^;-^s  ;r^^-a£SriS  =^^"^-^S 
jrSsTfivSS  ^^^^-^  ^^S"tJ^ir;^t 

English   Victorian  sterling 
coffee    set    engraved    with 
flowers  and  garlant 
at  $1500.  Detectives 

a"e'?i;ils?rg'atr^'  "'^""^'^   ^  ^"^^^m^'^^^^.   L^s'JgSt'.sroIdf/d^fin"^  T^'^'^'^ 
are  investigating.  I^r.   Potter  asserts  that  the   as   -Universitv  lia,/on  •■  h,..         ^^P?    '^ay  just  aren't 


"portfi 
nbership.  charged 

versity    will    tournaments 


other 
plann 
super 


establishment  of ; 
federal  agency, 
agencies,  such  as  the  Federal 
Trade  Commission,  to  watch 
out  for  the  consumers'  in- 
terests. 
We    reflected   reality-   it's 


§1 


Antiques  Restored 

Fine  FurrtituTe 
»^  Relimsheo 
Antique  Appraisals 

KARL 
GUNSSER 

(6091  7374)800 


»L.i  H  Y  ^^  now  be.required  to  respond  to  applications  for  membershiS  J"^  reflected  reality-  its 
IcUv^  Timi"t^v  the  charge,  following  a'^r^ing  or  headmg  the  hCse  i?  been  called  a  'super  agency,' 
Ro'iTH  Horn^l   ''y.V^™"N  P<'".-^i>'^.«'o«-   publicity  Committees.   His  Ll  '"l.llT^i.I^  ?"? 


T„K„    f      1  f    .r-L  University  is  a  place  of  publi 

,^S^^^}r^^^^^    ?^.Pf.">:    accommciialion   that  as  sue 


University  haif 
ther        he        nc 
as  such   predecessors   who  served 


bject  to  laws  involving   this  capacity  have  ever  sought 


n,  r7=m.i=  "     K° i    discriminatory  acts,  and  that   to  im^se   University  dirK-      '«■•  vs.M.ence.  APnnceton 

we"e  vS%'t'"^t  ^"re    .towns  the  land  used  by  the   t.ves  oS"club  policies.  "  """    »»-- -lV"«  ">  *e  m_adbox 


section  of  this  week's  TOWN 


XeTaif  "^  """'"•' '""^'  Springaale  records  show  for";nemb''errp  waTre,"S.'red"  ire'v^re^u^^^'"   T  '"^ 

police  said.  that  those  who  formed  the  club  in  May  of  1974  and  his  reht  to  ?.^^  Jl^""5  ^"^^  ^^  ""''^ 

camera 'Snd  lb  E' w uH  ^"^1  ^"h"  i".'..'"?"  ."'  '\'  ^^^'''      r^g^ouniro"?     I^ILl,^,''..'?-^ 

„  „!;■     J      I        ,  .„„  century  deeded  the  land  to  the  discrimination  exoired  six 

cotTibined  value  of  $450  were  university  around  1907.  Taxes   months  later    However    'h^ 

orRrm'zaTinfs^'/ia^Uon  ""^t'^"  have  always  been  Joint  CivijRighSrommiss'iS: 

theUniJ^reiWcLmpus  Poi«  P^'d  by.  Springdale,  m  whose  in  Princeton  declared  last 

mcntS  the^wZ^as  S  governing      policies      the  winterlhat  "in  the  absence  of 

Klyce       The      r"n„^     w"f  Umversity  has  never  played  a  any  valid  reason  for  the  club'; 


room      was 


paying  for 
the  survey;  which  may  not  be 
what  the  victimized  citizen 
d." 

Senator  Percy  was  quoted 
as  saying  that  the  survey  "just 
isn't  accurate.  My  own  mail 


part. 


decision,  it  has  to  be  racial,' 


Nassau  Street  between  l  and  9    gu^h 


Mr.  Potter  further  charges  The   Sta"te  Division   of  Civil  STtoth"''""'*"'*'*'*'""*'^ 

Mr,  O'Neill  said  "question 

wording  may  be  an  art,  but 

mpling  is  a  science."  ORC 


that  the  University  has  a  Rights  then  began 
representative  on  the  club's  proceedings  against 
board  of  governors,  and  "as  Springdale  "based  on  in- 
responsible   through  formati 


c,S'tS',?,^^:fVt:fr"''''l  'f"^  ^ep^ese^nuTve  lor""Se  B  cause  "of  ttie  backloi' o.  ''T""";^  El~  ,''^'">'' 
?S,  tni'  ^  ^"^  boiling  pot  government  and  management  cases  of  this  nature  a  forma  ?„^"°Ti?l  between  January 
Ifhir^^,'™,^"  °'  ^^"""^    of  the  club/' James  Litvack.  a  hearing  is  not  expected  to  be  'L^jt^^ttT.!  ^"^  "™ 


r>lnlhin0  r«inni  uiiiicviui^.      odiiica  L^iivd^iv,  d    iieailllg  IS  nOt  CXpeCtcd  t 

Pol"cl.    Who    reported    the  n-s^ber  of  the  administration  held  for  two  years 

^e  ™htorn! sa^id'tha'tTfronf  ''LTn'„™'\J'^l;r''„? ^1^    C^L^"""   the  Library  of 

vent  window  hart  been  fnrreH  "P'mons   Differ   on   Poll.  Congress    said    the   survey's 

A  X  tSerTnd  cuHer  °P'"'°"      Research      Cor-  questions  were  so  worded  and 

A  pipe  mreaaer  ana  cutter  porat  on,  the  national  polling  arranged     that     thev     en- 

fhe    Peife^"ElStricaT"?om''  ''™  headquartered  at'^Nort^  coura|ed  a  negative  re'spoLe 

the    Peiler    blectrical    Com-  Harrison  Street,  has  been  from  the  public    The  critics 

s^Ten  ?r!"i?*r'o''"T'i^„''  S,"""^"^  by  the  Library  of  pointed  out  that  the  Business 


lands  by  its  survey. 


Friday  from 
struction  site  at  the  West- 


Congress  and  Illinois  Senator  Roundtable,     a     group     of 

minster   Choir   Colleee    The    Pf 'u'  "   ^^l^^  ^°'  ^  P**"  '*  business   leaders,   paid  ORC 

;^n^fr'y.trnnTri?:  fln!^  Jirf    \?^^  ^"^''^'"g  ^^at  75  percent  of  $25,000  for  the  poll  the  results 

those  questioned  were  against  of  which  were  released  just 

the  formation  of  a  federal  before    the    Senate   passed 

consumer  protection  agency,  legislation    to    create    the 

Senator  Percy  and  a  polling  agency. 


construction  area  is  fenced  in, 
according  to  police,  who  were 
not  informed  of  the  value  of 
the  stolen  tools. 


SYLVAN  POOLS 
For  Your  Pool 

•  Chemicals 
•  Accessories 
•  Toys 

Princeton  Shopping  Center 
921-6166 


CUSTOM  SHADES 

til  cuitom  shade]  mide  on  pitmJMS 

PORCH  SHADES 

WOVEN  WOOD 

LAMINATED  SHADES 

^OMAN  ROLL  LIE 


Fine  Wallpapers 
•  Draperies 

•  Fuller  O'Brien  Paints 

(custom  colors) 

•  Paperhanger  Available 


We  are  pleased  to  announce  the  appointment  of 
EILEEN  SAUMS,  an  Interior  designer,  to  our  siafi  A 
graduate  ol  Endicott  Junior  College,  she  will  be 
available  lor  consultation  on  wallpaper,  floor  coverings, 
furniture  etc 


SAUMS 


Paints  &  Wallpaper  ^f^ 

75  Princeton  Ave.,  Hopewell  466-0479 


SATURDAY,  JUNE  21  St 

9  a.m.  to  5  p.m. 
Closing  Our  Contemporary  Furniture  Warehouse 

BASEMENT  - 194  NASSAU  ST.,   PRINCETON,  N.J. 

FURNITURE  CLEARANCE  CENTER 

CLOSING  SHOWROOM  DOORS. 

We  will  no  longer  have  this  warehouse  . . . 
Now  Is  your  chance  to  buy  contemporary  furniture  at  prices  below  cost. 

BARGAINS  GALORE ! 

Everything  must  be  sold  to  bare  walls.  Sale  will  be  held  each 
Saturday  until  warehouse  is  empty ! 

Contemporary  Sofas,  Chairs,  Floor  Lamps,  Table  Lamps,  Recliners 
Dinette  Sets,  End  Tables,  Dressers,  Rugs,  Chests,  Chrome  Etageres, 
Odds  and  Ends. 

ALL  PIECES  SOLD  AS  IS  --  ALL  FLOOR  SAMPLES 

Located  in  basement  of  Hilton  Bldg.  - 194  Nassau  St.,  where 
Nassau  Savings  and  Loan  is  located. 

CASH  AND  CARRY  OR 
USE  MASTERCHARGE  OR  AMERICARD. 


Princeton 


A  small  charge  will  be  made  lor  delivery. 

NASSAU  INTERIORS 


924-7052  Sat.  only 


Nassau  HoBby 

and  Crafts 

14;  KllMU  StfM 

ntiw 


BICYCLES 

New  and  Used 
Repairs 

Aulho'ized  Raleigh  Oealet 

Fger  Auto  Stores 

jt-n 


SECOND  FATAL  ACCIDENT  IN  SIX  DAYS:  Six  days  after  throe  students  were 
killed  In  crash  In  Bayard  Lane,  this  car  failed  to  make  a  curve  on  lower  Alexander 
Street  near  West  Drive  early  Sunday  morning  and  struck  the  Stony  Brook  Bridge. 
A  passenger  was  killed  and  the  driver  seriously  injured.  It  marked  the  first  time 
there  were  two  fatal  accidents  in  the  Township  within  a  week.  „  ,      , 

(Photo  courtesy  of  Township  Police) 


PASSENGER  IS  KILLED  riding  slruck  the  Stony  Brook 

In    Bridge    Accident.    A  Bridge  on  Lower  Alexander 

Princeton  Junction  man  was  Street  It  was  tiie  second  fatal 

killed  early  Sunday  morning  accident    in   tlie   Townstiip 

when  the  car  in  which  he  was  within  six  days- 


PLENTY  OF  TANKS 

FOR  THE  HEAT  AHEAD! 
by 

Skyr,  Catalina  and  Herman  Geist 

in  100%  Cottons,  Cotton  Blends,  Nylons 
and  Polysters.  Both  stripes  and  solids. 
also 


New  shipment  of  Wrangler  Shorts  and  Jeans  has  just  arrived.. 


114  Nassau  St. 

a  0  0  0 ■ 0  o  00  ABB  a  oDOBQOtftOOPftfloaBflaoooflQflBaooQOQOooeaoftPQO* 


Pronounced  dead  at  the 
scene  by  Dr.  Joel  Felsher  of 
Princeton  Medical  Center,  a 
passerby,  was  Robert  A. 
Schenck,  25,  31  Cranbury 
Road  Dr.  Felsher  ad- 
ministered first  aid  to  the 
driver,  Michael  A.  Metz,  23.  of 
Cranbury. 

Mr,  Metz  was  taken  by  the 
Princeton  First  Aid  Squad  to 
Princeton  Medical  Center 
where  he  was  admitted  in 
serious  condition.  He  was 
operated  on  for  internal  in- 
juries. He  also  sustained  a 
fractured  hip  and  abrasions. 

There  were  no  witnesses  to 
the  single  car  accident  which 
occurred  around  12:30  a.m. 
The  car.  a  1969  two-door 
sedan,  was  demolished. 

The  victim  was  a  parts 
manager  for  Trenton  Toyota 
on  Route  1.  He  is  survived  by 
his  parents.  Mr.  and  Mrs. 
Allen  Schenck  of  Princeton 
Junction  and  a  sister  in  Key 
West.  Fla.  An  autopsy  was 
performed  by  Mercer  County 
Physician  Dr.  David  Fluck. 

According  to  Sgt.  Anthony 
Nini,  Township  Traffic  Safety 
Officer,  the  car  apparently 
failed  to  make  a  curve  and 
first  struck  a  concrete 
abutment  leading  to  the 
bridge.  A  front  portion  of  the 


the    abutmei 

girder  and  was  wrenched  free. 

The  car  continued  across  the 

bridge  and  struck  the  opposite 

wall. 

The  victim  was  pinned  in- 
side the  car.  A  power  tool  from 
the  First  Aid  Squad  was 
needed  to  free  him  and  the 
part  of  the  car  wedged  bet- 
ween the  girder  and  abut- 
ment. The  driver,  police  said. 
was  half-thrown  from  the  car, 

Sgt.  Nini  reported  that  a 
man  inside  the  Rusty  Scupper 
restaurant  some  400  feet  away 
heard  the  crash. 

Investigating,  he  was  unable 
to  see  anything",  Sgt,  Nini  said, 
but  knew  something  had 
happened  and  called  police. 
Passers  by  were  ad- 
ministering first  aid  when 
police  arrived. 

•'This  is  the  second  violent 
crash  within  six  days." 
commented  Sgt.  Nini.  "It's  the 
first  time  we've  ever  had 
fatals  that  close."  The 
weather  was  clear  and  the 
roads  dry  at  the  time  of  the 
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Driver  Charged 

Township  police  have 
charged  Daniel  J.  Dolby. 
25.  of  Oaks.  Pa.,  the  driver 
in  last  week's  crash  which 
claimed  the  lives  of  three 
students,  with  three  counts 
of  death  by  auto. 

Mr,  Dolby  was  arraigned 
Thursday  before  Judge 
Philip  Carchman  and  later 
released  in  $3,000  bail.  He 
made  no  statement, 
reported  Lt.  Michael  Lisi, 
Nocourt  date  has  been  set. 

There  may  be  other 
charges  against  Mr.  Dolby, 
Lt.  Lisi  said,  pending  the 
completion  of  the  in- 
vestigation. 


M 


At  the  Sign  of  the  Fox 

i  E.  Broad  Street  •  Hopewell 

609-466-1933 


•  Needlework 

•  Imported  Yarn 
and  Accessories 


Get  that  winter  grit  and  dirt  out  ol  your  rugs  and 
carpets  now>  The  spring  rush  will  start  soon  so 
don't  wait.  Call  us  today  for  all  your  rug 
cleaning  and  repair  needs. 


Comprehensive  Rug  and 
Carpet  Sales  and  Service 

Including: 


E.BAHADURJAN&SON 

permanently  eslat^lished  in  1913 

15%  Cash  and  Carry  Discount 
on  Rug  Cleaning 

Plant  hours  Mon  -Fri  8-5:  Closed  Sat 
eS3  Stata  Rd.  924.0720 


Topics  of  the  Toivn 


ISS  tommeiit    Dr   John  A    Chambers.  Both  the  taxi  and 
Sly.  president  of  Inlernationai  b'cyde  had  been  moved  from    aboiit  $8.'ooo""a  year,  but  tf. 
Schools  Services,  said  that  the  the  pomt  of  impact  before  Ptl.    person  fiUing  it  has  to  be 
agency  recruits  teachers  for  !^"  ^.^AVl^!™  ""^"^'^"^P   certified     assessor.     That 

requirement  makes  this  job 
opening  difficult  to  fill. 


took  pi  a 


English-speaking      school 

located         m         countries 

Sgt.   Nini   commended   the  tjiroughout  the  world,  "We  do 

First  Aid  Squad  for  its  role  in  °^.^^  .J^jf"  some  Arab  coun- 

freeing  the  victims.  "They  did  ^■■'^'    .'?^,^^'^-.*.?"*^  ^^  ^'^o 

a  terrUic  job   With  the  tools  '^^T'^.'^*'*'!^':^^*  ,,,   . 

they  have,  they  are  going  to  ^^"ci  ^^'*''j''l'*^l!'^'^.'^l'*^^  ord, 

save  a  lot  of  lives    Ifs  un-  ^^    ^'^  *'^'  ^^  has  decided  °'^^' 

fortunate  they  weren't  able  to  ^^^  furt^^r  comment  at  this  «["a; 

-itayp  thic  m/n  h..t  ihev  hav*.  ''"16  would  be  inappropriate,  ^^^^ 


2at5:22. 


save  this  man  but  they  ha 

the  equipment  and  they  know    .  ^'^ 

howtouseit,"  P^^f 

The  accident  is  being  in- 
vestigated by  Ptl.  Robert 
Nielsen  and  Sgt,  Robert 
Heacock,  assisted  by  Det. 
Samuel  Bianco  and  Sgt.  Nini. 


MEETING  JUNE  26 

For  Rem  Leveling.  Borough 

Council  will  meet  in  special 

session  next  Thursday  at  8  to 

introduce  the  rent  leveling 

The   current    or- 

assed  a  year  ago 

heated  di 


PRINCETON  FIRM  CITED 


don't  write  that  I  expires  August  l. 

comment.'  because      '^^^    "^*   ordinance,   ac- 

that    sounds    like    I    have  cording  to  Borough  officials, 

something    to  hide.   And   I  contams  several  changes.  It 

don't."  will  be  discussed  next  week 

and    then    acted    upon    at 

MRS.  SCHLUTER  WINS       another  special  meeting  that 
New  GOP  Chairman.  Nancy  w>"  be  held  later  in  July. 
Schluter   of  Pennington  last  ^ 


Sigmund  fell  short  in  her 
attempt  to  be  selected  to  fill 
the  unexpired  freeholder  term 
of  the  late  Charles  Farrington , 


In    Rights    Complaint,   The  "^^^^  "^^    ^^^<'^^<^    >«"«■■  '.^r 

ivision  of  Civil  Rights  and  ^T.f''»J?TK'''^l 'l^'^oS"       ^ 

le      New      Jersey      Anti-  ^y  d/eatrng  the  clioi*  of  the 

efamation  I.eamie  of  R'na,  ""'go-ng   Party   leader,   W.  „  Asses 


Division 

Jersey^     Anti 
Defamation  League  of  B'nai   u    -     c 
B'rith  (ADD  have  announced   Harry  Sayen 
the  filing  by  ADL  of  a  com-  ^J"f' ° 
plamt    against    International       „"^ 
Schools  Services,   a    teacher 


ng  party  lead 

the  Republ: 


Assessor  Still  Sought,  The 
Borough,  which  several  weeks 

county  ago  announced  the  retirement 
of  Edward  G.  Warren,  for  19 

tpolled  years  the  tax  assessor,  still 


^^:^T:^y^Z  ^"X^^r^!:^;"!/-,;-;  ^^i^r^"'"^^"'^"'  ''_1J1 


BkiebeiTY  Muffins  ^ 

and 
Old  Fashioned  BhwbeiTY  Coffee  Cake 

Perfect  with  iced  coffee  or  tea! 

VILLAGE  BAKERY 

2  Gordon  Ave,  Lawrenceville 

896-0036 
Wed  -  Sat,  7  to  7;  Sundays  8  to  6 


"] 


A  DESIGNER  SHOWROOM 

MON  -  Ffll  9  30  -  4  30 
SAIUHDAY9  30-  12  30 

classics  limited 


Redwood  or  White 
15".  19"  and  29"  H 


126   Alexander   Street 

news  conference  held  last 

week  at  the  National  ADL 

headquarters    in    New    York 

City,   it  was  announced  that 

"the  civil  rights  complaint  is 

part  of  a  nationwide  thrust  by  ^M„fer'the 


apparent  show  Wa^rg 
ty,  asked  Mr, 


position  of  party  treasurer.  He 

was  elected  unanimously 

Wife  of  former  state  senator 

emblyman  William 

chairman 

k  for  Mr. 

j^  Sayen's  election  in  November, 


the  League  to  compel  com-  „_o^:„pH  tn 
panies  who  are  discriminating  ^""n'rpiPrH, 
against  American  Jew: 

eo^Ln^'^     dSlllminS  nj^n;S;^;der^i;iiiV;^ 
with  the  Arab  countries."  """''• "'  ""r.  Sayen. 

The  complaint  charges  that 
International  Schools  Services  Mr  Sayen  returned  the 
(IBS)  issued  job  orders  for  a  lavor  by  saymg:  "rm  trying 
position  in  the  United  Arab  '"  develop  complete  party 
EmirateStaleof  Dubai  which  unily  I  support  Nancy 
prohibited  the  employment  of  completely.  Party  is  always 
anyone  who  has  "a  Jewish  more  important  than  in- 
surname,  or  who  is  an  riividuals  " 
American  Jew,  or  who  has  Municipal  chairman  in 
Jewish  ancestors."  Pennington  every  year  except 

An  ADL  spokesman  said,  one  since  1963,  Mrs.  Schluter 
"'Ve  will  not  stand  silently  by  a'so  is  a  state  com- 
wliile  foreign  Arab  powers  mitteewoman  and  a  member 
attempt  to  impose  "f  'he  State  Republic 
discriminatory  and  racist  executive  committee.  A 
concepts  on  American  com-  founder  of  the  Mercer  County 
panies  which,  in  turn,  will  Republican  Women's 
cause  Americans  to  be  Division,  she  served  in  1972  as 
discriminated  against."  county  chairman  for  the 
reelection  of  Richard  Nixon. 

Vernon  N.  Potter,  director  

of  the  Division  on  Civil  Rights,  BICYCLIST  IS  STRUCK 
noted  that  the  allegations  of  At  Avalon  and  Chambers.  A 
creed  and  ancestry  12-year  old  cyclist  was  injured 
discrimination  in  the  Services'  Friday  after  he  was  knocked 
advertisement  and  hiring  to  the  roadway  when  the  rear 
practices  will  be  the  first  such  wheel  of  his  bicycle  was  hit  by 
"internationally  far-  a  taxi  at  the  intersection  of 
reaching"  complaint  before  Avalon  Place  and  Chambers 
this  state's  anti-  Street, 

discrimination  agency.  Kevin   P.   Johnson,    12,   34 

The  Anti-Defamation  Cleveland  Lane,  was  taken  by 
League  will  also  be  asking  for  a  patrol  car  to  Princeton 
a  compliance  review  from  the  Medical  Center  where  he  was 
Office  for  Civil  Rights,  U.S.  treated  for  abrasions  of  the 
Department  of  Health,  ankles  The  investigating 
Education  and  Welfare,  since  officer,  Ptl.  Bernard 
ISS  is  under  contract  with  Lenhardt,  described  the  in- 
HEW.  The  national  action  by  tersection  as  a  "dangerous 
ADL  will  also  include  charges  one" 

against  ISS  before  the  federal  He  ticketed  the  driver,  John 
civil  rights  agency,  the  Equal  Pirone.  50,  25  Hillside  Avenue, 
Employment  Opportunity  for  failing  to  yield  after 
Commission.  stopping  for  the  stop  sign  on 


Princeton  Stained  Glass 


STAINED  GLASS  MIRRORS 

A  unique  decorating  idea.  Beautifully  designed 
mirrors  incorporating  th£  combination  of  mirror 
and  vibrantly  colored  stained  glass.  Each  mirror  is 
one  of  a  kind  made  in  our  Princeton  stvdio.  They 
are  made  in  aWcolors,  shapes  and  sizes  and  can  be 
custom  made  for  your  needs. 

Both  Functional  and  Decorative. 
From  12.00 

We're  the  stained  glass  people 

WITHERSPOON  &  HULFISH  STREETS 


Summer 
Slack  Sale 


On  ANY  pair  of  children's 
slacks . . .  jeans  ,      ^00 
take  an  additonal    ^  OFF 

OUR  ALREADY  LOW  DISCOUNTED  PRICE, 
Now  through  Saturday,  June  21st. 

On  ANY  pair  of  women's 
slacks  . . .  jeans,  ^%50 
take  an  additional  Ma  OFF 

OUR  ALREADY  LOW  DISCOUNTED  PRICE, 
Now  through  Saturday,  June  21st. 


On  ANY  pair  of  men's 
slacks  . . .  jeans,      '^00 
take  an  additional  ^  OFF 

OUR  ALREADY  LOW  DISCOUNTED  PRICE, 
Now  through  Saturday,  June  21st. 


MfKJAVIf\N     Rt.   34.   Two  m 

south  of  Rt    9  inteisection 

at  the  Markptiildce 

201  583  1506 


H-ome/i  andchildren, 

PRINCETON   -   At  the  lunctn 
of  Route  27  and  518. 
5  miles  north  ol  Princeton 
201  297  6000 


Open:  Mon  ,  Tuts ,  Wed  ,  ind  Sat..  10  ».m.  to  6  p.i 
Thurj.  and  Fri .  10  am,  to  9;30  p  m. 


SI. 


27  Palmer  Sq.  West 

921-7298 

Princeton,  N.J. 


I  Cost,  Time  Giit  in  Furnishing  of  Clarke  House; 
(Contributions  of  Furnishings  Are  Xow  Sought 

What  was  estimated  by  Society,  under  the  leadership  small  round  tables,  small 
experts  to  be  a  two-year  job,  of  Mri  Lucius  Wilmerdjng,  splay-legged  tables, 
costing  approximately  .Ir  ,  has  been  active  in  washslands.  blanket  chests 
$150,000- the  furnishing  of  the    following  leads  of  all  kinds,  and  a  trundle  bed. 

Thomas    Clarke    House    in   and  has  been  able  to  make  a  

Princeton  BatUefield  Park    -    few  fortunate  purchases 

has  been  half-completed  in  Final  plans  for  the  Smallerilems  needed  are  a 
five  months  at  an  expenditure  development  of  the  Park  have  crane,  andirons,  trivets,  and 
of  less  than  $5,000,  according  been  completed  by  architect  many  kinds  of  18th  century 
to  officers  of  the  Princeton  John  Dickey  Contract  bids  for  cooking  equipment;  pewter 
Battlefield  Area  Preservation  the  restoration  of  the  Clarke  eating  utensils,  red-ware 
Society  House  are  expected  to  be  let  pottery,   pewter  and  wooden 

One  rca.son  for  cutting  the  within  the  next  tew  weeks,  and  plates,  mugs,  horn  cups, 
cost  was  research  done  on  the  State  officials  are  hopeful  that  tankards,  brass  candlesticks, 
records  of  the  Clarke  House  -  the  work  can  be  finished  by  a  candle  box,  sconces  a 
to  which  General  Mercer  was  the  summer  of  1976,  months  lantern,  an  early  clock  such  as 
taken  after  being  wounded  in  before  the  Bicentennial  of  the  a  "wag-on-the-wall  clock," 
the  Battle  of  Princeton  -  and  Battle  of  Princeton  on  picture  frames  of  the  period,  a 
of  similar   18th  century  far-  January 3, 1977.  large  Bible;  also,  a  deer-skm 

mhouses  in  the  vicinity  These  rug.    a    gun,    a    pipe-rack, 

records  made  it  clear  that  The  Princeton  Battlefield  bootjacks,  a  leather  fire- 
many  of  the  expensive  items  Area  Preservation  Society  has  bucket,  woven  rag  rugs,  and 
on  the  early  want-list  were  not  contributed  to  the  cost  of  the  ceramic  ornaments.  In  all 
needed  in  a  modest  dwelling,  plans,  as  well  as  assuming  cases  the  objects  must  dale 
such  as  the  Clarke  House  was  responsibility  for  the  fur-  from  1776  or  earlier^ 
at  the  time  of  the  Battle  nishing  of  the  Clarke  House        The  Furnishings  Committee 

Members  of  the  Furnishing  is  also  anxious  for  homespun 
A  floor  plan  of  the  proposed  Committee,  in  addition  to  Mrs.  linen  and  wool  to  be  used  on 
refurnishing  shows  that  only  Wilmerding,  are  Mesdames  beds  or  for  upholstery  and 
15  to  20  major  items  of  fur-  T  R  P  Alsop,  Douglas  curtains  The  exact  date  of 
niture  are  required,  plus  8  to  Delanoy,  Alma  Field,  Gordon  this  material  is  not  important. 
10  chairs,  and  all  biit  a  few  of  Sikes,  Homer  A  Thompson  Appeal  is  made  to  persons 
these  have  already  come  into  and  G  P  Tschebotarioff  who   possess   articles  of  the 

the  possession  of  the  Society,  Although  most  of  the  large  kind  needed,  and  who  would 
thanks  to  the  generosity  of  pieces  required  are  now  on  be  willing  to  donate  them  to 
donors  in  the  Princeton  area .  hand,  there  is  still  need  for  the  Society  or  to  lend  Ihem  on 
A  few  items,  given  long  ago  to  many  objects  of  various  kinds  a  long-term  basis.  All 
the  State  of  New  Jersey  by  the  if  the  Clarke  House  is  to  have  prospective  donors  are  asked 
Clarke  family,  were  the  appearance  of  the  home  of  to  get  in  touch  with  Mrs 
discovered  in  the  State  a  large  and  active  family.  Thomas  R.P.  Alsop,  119 
Museum  at  Ringwood.  The  Items  of  furniture  still  needed  Westcott  Road,  telephone  924- 
Furnishings  Committee  of  the   include  a  small  wing  chair,   9366 

tenders     The    freeholders,  principal,  the  acceptance  by 

legally  charged  with  filling  the  Dr        Paul       CunninghaiTl, 

vacancy,      had      told     the  Superintendent  of  Schools. 

Supporters  of  Mrs.  Sigmund    Democratic    Committee   that  Mrs        Elizabeth       Brown 

argued    that    her    candidacy   they    would    abide    by    its  president    of   the  Board   of 

was  attractive  because  she  is   recommendation.  Lducation,  will  award  the 

a  woman  and  because  she  is      Democrats  now  consider  diplomas    assisted  by  Frank 

from  Princeton.  The  seat  held    Mrs.     Sigmund    the    likely  J"' 'an.   the  class  advisor. 

bv  Mr  Farrington,  who  died  a   replacement    for   Freeholder  Following   the  choir  sper- 

nionth  ago  of  a  heart  attack.    Director  Arthur  Sypek,  if  he  formance    of       The    Circle 

was    considered    to   be   the   wins    his    race    for    county  Game,"     bv     Kaplan,     the 

■Princeton    seat"    on    the   executive  in  November;  or  for  benediction  by  Father  Rocco 

freeholder  board  Freeholder  Gil  Lugossy,  if  he  Cuomo  and  the  singing  of  the 

Mercer       County   wins  re-election  as  the  full-  Alma     Mater,     the     newly 

ralic     Committee     time    mayor    of    Hamilton  graduated  class  will  recess  to 


MOHICOHERY       M 

CHILDREN'S  |S 

HOUR  ^ 

924-J700  V 


POLLY'S 

Fine  Candies 

63  PALMER  SQUARE  WEST 
Mofl.  thru  Sal.  9:30  to  5 


Topics  of  the  Town 


Personaized  StatJonery 

Wedding  Announcements 

Party  Goods 


EXPRESSIONS 

Princeton  Shoppina  Center 
Princeton, l\l. J.  921-6191 


'"toto's  market""^ 

74  Witherspoon  St.  924-0768 

Swift's  Premium 
,       Proten  Beef 

Ij^^        Perdue  Chjckens  -  Decker's  Dairy 
^^k     Products  -  Fresh  Eggs  Grade  A  Large 
fl^P     Thuman's  Cold  Cuts  -  Breyer's  Ice 
Cream  -  Fresh  Fruits  b  Vegetables  -  Frozen 

Freezer  Orders  Fled  -  Fruit  Baskets 

All  Meat  Orders  Must  Be  Placed  At  Least 

Three  Hours  in  Advance 

Hours:  Mon  &  Tues  —  8  00  am  -  5  30  pm 
Thucs  &  Fii  -  8  00  am  -  6  30  pm 
Wed  &  Sa:  —  8  00  am  •  I  00  pm 

"Our  6Srd  Year"  free  Delivery 


nayor    of    Han 

however,      chose     Eugene  Township. 

Howard    of   Trenton,    partly  

because  party  leaders  felt  Dual    Service?     If    Mrs 

their  ticket   needed  a  Tren-  Sigmund  wins  her  re-election 

toman,  something  they  have  campaign       for       Borough 

not     had    since    1970.    Mr.  Council,     otjservers    believe, 

Howard,    owner    of   a    men's  she    could    possibly    serve 

store  in  Trenton,  will  serve  as  simultaneously     as     coun- 

the    replacement    for    Mr.  cilwoman  and  freeholder. 

Farrington      and      run     in  Said   Mrs.   Sigmund:    "I'm 

November  for  re-election  for  not  making  any  predictions." 

the   remainder  of   the   term.  —— —       

which  expires  in  1977.  129  TO  GRADUATE 

From    Montgomery    High 

The  Democrats  cast  117  S'^hoo'-  The  fifth  Corn- 
votes  for  Mr  Howard.  42  for  niencement  exercises  for 
Mrs    Sigmund,   and  41   split  '^?"'f'!™f'' ^  "'^  *'""'' 


playing 
Spurs,"  by  Rhodes. 


Golden 


thr. 


CUSTOM  SHOPS 

Men,  add  more  'life'  td  your  life  style 

«/ilh  clothes  by 

•  GGG  •  Hammonton  Park  •  Eagle  •  Taverly 

•  London  Fog  •  Jaynlar  Slacks 

Mens  and  LaOies'  alleralions 

Montgomery  Shopping  Center 
Route  206  &  518,  Rocky  Hill  924-2300 


THE  HUN  SCHOOL 

OF  PRINCETON 

1975  Summer  Session 

June  30 -July  25 

Coed  Day  and  Boys'  Boarding 
Grade*  6-12 


r  week  program  in  Englisli.  Mathe- 
malici.  and  all  Iradilional  Academic  tubjects.  E»i- 
cient  9ludy  faabiu  will  be  emphasized.  Additionally 
u)  enlightened  Reading  Institute  designed  lo  develop 
reading  and  language  skills  will  be  offered. 

A  full  activities  program,  including  a  Coed  Bas- 
ketball Clinic,  c«mplements  the  academic  schedule. 
Air  Conditioned  Classrooms 

For  Catalog  Write: 

Admissions  Oflice.  Box  271 

Princeton.  New  Jersey  06540 

Telephone  (609)  921-7600 


ther  con-  scheduled  to  be  held  Thursday 
at  6:30  p.m.  Elgar's  "Pomp 
and  Circumstances,"  played 
by  the  band,  will  open  the 
ceremonies,  followed  by  a 
welcome  from  Brenda  Jer- 
nigan,  class  president.  After 
the  singing  of  the  Star 
Spangled  Banner  and  the 
invocation  by  the  Rev.  Roger 
W.  Rozeboom,  the  choir, 
under  the  direction  of  Stephen 
Weicksel,  will  perform  "O 
Come  Let  Us  Sing,"  by 
Moyer, 

Keith  Black,  president  of  the 
student  council,  is  slated  to 
give  a  talk  on  American 
values,  while  Carol  Gates, 
valedictorian,  will  speak  on 
loyalty  and  Joshua  H 
Felman,  salutatorian,  on 
"Where  Do  We  Go  From 
Here. ' '  Following  excerpts 
from  Die  Meistersinger, 
played  by  the  band,  the  vice 
principal,  William  Brauk- 
mann.  will  award  the  class 
honors,  and  Hatem  Ben 
Salem,  this  year's  AFS 
student  will  give  a  brief 
presentation. 

The  presentation  of  the  class 
will  be  by  Walter  W.  Chesner, 


CRAFT  CARPET  CARE 


rSElKO 

THE  AUTOMATION  AGE  WATCH 

Many  styles  to  choose  Irom 

lor  men  and  women 

Caravelle  Men's  and  Women's  from  $14.95 

ottierslromM7.95 

HENRY  R.KALMUS 

6y2  Chfimbers  St.  924-1363 


"GIVE  FATHER  A  BREAK" 
3rd  ROOM  FREE! 

Clean  any  2  rooms  at 
regular  price  and  next 
room  is  on  us  (the 
smallest  of  the  3  is  free)! 

HYDRA  CliAN       The  Uttimate  deanng 
Prolongs  Beauty  -  Germ  Free  Cleaning 

•  3  times  more  powerful  than  a  steam  cleaning 
machine. 

•  Dries  taster,  cleans  deeper 

•  No  heavy  equipment  comes  into  your  home  — 
Just  hoses 

•  NO  NOISE 

•  Our  soft  water  treatment  leaves  carpets  clean 
and  fluffy. 

OUR  GUARANTEE  Full  refund  if 
anjmne  does  H  better! 

OFFER  GOOD  THRU  JUNE  24 

IMininium  300  Sq.  IH.I 


Craft  Cleaners 


CARPETS  ARE  EXI^ENSIVE 
BE  CAREFUL  WHO  CLEANS  THEM 


Auxiliary.  Four  June 
graduates  were  recipients  of 
theannual  scholarsliip  awards 
presented  by  the  Ladies 
Auxiliary  of  Hook  and  Ladder 
Fire  Company:  Diane 
Donaldson  daughter  of  Mr 
and  Mrs  John  Donaldson.  41 
Leavitt  Lane,  who  will  attend 
Rider  College;  Steven  O'Neill, 
son  of  Mr,  and  Mi;s,  John 
O'Neill,  47  Spring  Street,  also 
attending  Rider  College; 
Phyllis  Wright,  daughter  of 
Mr.  and  Mrs.  Al  Wright.  42 
Murray  Place  who  will  attend 
Carnegie-Mellon;  and  Tim 
Anderson,  son  of  Mr.  and  Mrs. 
Robert  Anderson,  5  Brook 
Drive  East,  Kingston,  who  will 
attend  Bowling  Green  State 
University. 
Mrs.  Sandy  Bird,  president. 


Minute  Press 


RElUiY'S  MEAT 
MARKa 

7i  Wilherspoon   S 

"Fine  Meat  «  Poulli 

924-1085 


inaoqr  gardens!.,    call  till: 921-8405 


BRINGING  THE  CARIBBEAN  TO  PRINCETON:  Crepe  paper  palm  trees  lor  "An 
Evening  with  a  Steel  Band,"  Princeton  Art  Association  benefit  dance,  June  27. 
Committee  members  Joan  Kain,  Josie  Hail  and  Yvonne  Burit  "plant"  paim  trees 
around  Cottage  Club  to  carry  out  the  Caribbean  motif.  Music  from  nine  to  mid- 
night.  For  dance  details,  call  921  -91 73. 

"Many  People  Party" 
Saturday  from  4-8  on  Spruce 
Street  between  Pine  and 
Maple.  Rain  date  is  Sunday. 

Hamburgers,  hot  dogs, 
homemade  salads  and 
desserts  will  be  served.  There 
will  be  a  White  Elephant  table 
and  all  proceeds  will  go 
toward  further  efforts  to 
acquire  the  park.  The  party  is 
open  to  all. 


Topics  of  the  Town 

PRINCETON  M.D.  SUED 

Over        Vasectomy.        A 

Hamilton  Township  man  who 
received  a  vasectomy  in 
November,  1973.  and  then 
discovered  his  wife  was 
pregnant  in  August.  1974,  has 
filed  a  negligence  suit  in 
Mercer  County  Court  against 
the  Princeton  Medical  Center 
and  the  doctor  who  performed 
the  operation.  Dr.  D.  Barton 
Stevens. 

The  papers  were  filed  last 
week  and  charged  that  the 
man,  whose  identity  was  being 
withheld,  had  requested  the 
sterilization  operation  for 
"therapeutic  purposes"  and  to 
"hmit  the  size  of  his  family." 

Five  weeks  after  the 
operation,  he  was  married  and 
in  August  of  1974  his  wife  was 
told  she  was  pregnant,  even 
though,  the  man  alleges,  Dr. 
Stevens  told  him  he  was 
sterile.  The  child  was  born  this 
May. 

Neither  the  Princeton 
Medical  Center  nor  the 
Princeton  Medical  Group, 
with  which  Dr.  Stevens  is 
associated,  had  immediately 
received  formal  notification  of 
the  suit,  which  seeks 
restitution  for  the  expenses 
the  couple  expect  to  incur 
during    the    "rearing,    care. 


maintenance,  and  support"  of 
the  child. 

Without  commenting 
directly  on  this  case,  sources 
at  the  Medical  Center  in- 
dicated that  vasectomies  do 
not  necessarily  render  a  man 
sterile  instantly.  Months  may 
be  required  in  some  cases  for 
the  individual's  sperm  reserve 
to  be  depleted. 

FIRE  INSPECTION  SET 
Parade      Next      Friday. 

Princeton's  volunteer  firemen 
will  polish  up  their  equipment 
and  press  their  uniforms  for 
their  annual  inspection 
Friday.  June  27. 

Firemen  and  equipment 
from  all  three  Princeton 
companies  will  meet  at  6:30  at 
the  Chestnut  Street  station 
and  proceed  westerly  on 
Nassau  Street  to  the  Battle 
Monument  in  front  of  Borough 
Hall,  They  will  be  ac- 
companied by  several  bands. 

The  ceremonial  inspection 
will  take  place  then,  with  the 
Mayors  of  Township  and 
Borough  and  representatives 
of  Committee  and  Council 
participating. 

PARK PARTY SET 

By     Quarry     Group.     To 

celebrate  its  recent  success 
toward  reaching  the  ultimate 
goal  of  a  park  on  the  quarry 
site.  The  Princeton  Quarry 
Park  Association  will  hold  a 


THE 

Sewinfi  Comer 


Chinos 

for  wrap  skirls 


The  Fabric  Shop 

14  Chambers  Street 
Princeton,  N.J. 


SAVE  FOUR  DOIJ.ARS 
While  Dining  with  a  Friend 

Coupon  good  Tues.  June  24  and  July  1 


rGcncroiu  CocktatU  •  Vtmm  Service 


CHARLEYS 
BROTHER 


%Sjlagels   are  here! 


with  7  kinds  of  HOT  FRESH  BAGELS  and  CAKES 
and  PASTRIES  and  BREAD  and  ROLLS  and  good 
things  to  eat  from  our  Appetizing  Dept.  like 
PACKAGED  LOX,  CREAM  CHEESE,  SALADS 
AND  SPREADS, 


.  CAKES  FOR  ALL  OCCASIONS 

>  DONUTS 

>  PASTRIES  OF  ALL  KINDS 

>  DANISH 


Princeton  Bagels  and  Pastries 

Princeton  Shopping  Center 

North  Harrison  Street 

924-9617 


OPEN  6  DAYS  A  WEEK  INCLUDING 

SUNDAYS 

Tues,.  Weds,.  Thurs  ,  7am  -  6pm. 
Friday,  7am  -  9pm,  Sat,  7am  -  6pm, 
Sunday  7am  -  3pm.  Closed  li^ondays. 


You'll  Receive  a  10%  Bonus 

Discount  on  This  Brand  New 

Merchandise 


Open  Won..  Thurs.,  FrI.,  9:30  am  lo8:30pm,  Tues.,  Wed.,  Saturdays*  Sundays  9:30  am  to  6:00  pm 

JUST  RECEIVED!  ANOTHER  CARLOAD  OF  YOUR  FA  VORITE  CAMPAIGN  FURNITURE 


BMW 
BAVARIA 

1972  4-door 

1970  4-door 

Both  n  excellent  condition 

W-H  Motors 

2D  Anic  Pariiway,  Trnlan 
a83-9«n 


AUON'S 

157  Wllherspoon  St. 
Open  Sundays 

921-9630 
DISCOUNT  CENTER 

KORVETTESHPG  CTR 

Trenlon  392-2300 

Carpeling  —  Cei 


Going  on  Vacation? 

Let  us  tiaie  yow  engine 
and  iBpect  your  air-omdhioning 

All  Work  Completely  Guaranteed 
(^  GRIGGS  CORNER  AMOCO 

^iip'^ee  Wilhpr$poon  Si  ,  Princeton        924-7892 


(;ale[\dar 

Of  The  Week 


Thursday. Jun«  19 

8  p.m  :  Gerard  Souzay. 
French  baritone;  West- 
minster Choir  College 

8  p.m.:  Introductory  lecture 
on  Transcendental 

Meditation  as  taught  by 
Maharishi  Mahesh  Yogi; 
Woodrow  Wilson  School, 
Koom6. 

8:30  p.m. :  "Crossing,"  a 
musical;  Open  Air  Theatre, 
Washington  Crossing  State 
Park  Also  Friday.  Saturday 
and  June  26,  27  and  28. 

Friday.  June  20 

3  p.m. :  Group  Meditation  and 
Chanting,  Satyam  Shivam 
Sundaram;  425  Alexander 
Street, 


Saturday.  June  21 

10  a.m. -4  p.m.:  Supersale and 
Flea  Market,  Princeton 
Ballet  Society:  262 
Alexander  Street. 

4-8:00  p.m.:  Many  People 
Party.  Princeton  Quarry 
Park  Association;  Outdoors 
on  Spruce  Street  between 
Pine  and  Maple  Streets. 

8:27  p.m.:  Summer  Begins. 

Monday.  June  23 


Tuesday.  June  24 

10-noon :  Rugbraiding  for 
Senior  Citizens;  Community 
Room,  Lioyd  Terrace. 

8  p.m.:  Introductory  lecture 
on  Transcendental 

Meditation  as  taught  by 
Maharishi    Mahesh  Yogi; 


Gregory  Bullock,  24, 
102*3  Leigh  Avenue,  was 
arrested  around  4  p.m. 
on  a  Friday  in  front  of  the 
Playhouse  by  Borough 
police,  who  had  a  state 
warrant  charging  Bullock 
with  parole  violation, 

Bullock  was  brought  to 
headquarters.  While  he 
was  being  processed,  the 
state  parole  officer  was 
notified.  A  slightly  stunned 
Borough'  department  was 
told  that  since  it  was  after 
5.  no  one  from  the  parole 
department  would  be 
available  to  pick  the 
suspect  up. 

Borough  police  were  told 
either  to  transport  Bullock 
to  Mercer  County  Jail  or 
use  discretion  in  the 
matter.  They  released 
Bullock  and  sent  the 
warrant  back  to  the  parole 
department. 


Krause  s  grandiaiher. 

The  event  raised  $43.94  for 
The  Medical  Center.  The 
children  requested  that  the 
money  be  used  in  the 
Pediatrics  Department. 


Comet  •  Maverick  •  Pinto 
Bobcat  •  IVIustang 

We  have  the  largest  selection  of 
small  cars  in  Mercer  County 

Stop  In  Today.  Let  Us  Show 

You  The  Kind  of  Deal  We 

Will  Make  You! 

Nassau-Conover  Motor  Company 

Celebrating  Its  55th  Birthday 


MERCURY 


LINCOLN 


Established 
1919 


c®5|  FORD 


^~^ 


I   Rt.  206  &  Cherry  Valley  Rd.,  Princeton 


921 -6400 


Woodrow  Wilson  School, 
room  6. 

Wednesday,  June  25 

8  p.m.:  Township  Zoning 
Committee;  Township  Hall. 

B  p.m.:  Arioso  Woodwind 
Quintet.  Princeton 

University  Outdoor  Chamber 
Concerts;  North  Court, 
Graduate  College  (Proctor 
Hallln  case  of  rain). 

Thursday.  June  26 

7:30  p.m.:  Summer  Sounds! 
Arnold  Roth's  Dixieland  Jazz 
Band  free  concert ;  Princeton 
Shopping  Center  Mall, 

8  p.m.:  Gay  People,  The 
Modern  Christian  Attitude; 
the  Unitarian  Church, 

Friday,  June  27 

9  p.m. -midnight:  An  Evening 
With  A  Steel  Band.  Princeton 
Art  Association  Benefit 
Dance;  Cottage  Club. 


Topics  of  the  Town 

and  Mrs.  Jean  Hunter, 
scholarship  chairman, 
presented  the  awards,  which 
are  given  yearly  to  every  son 
and  daughter  of  an  auxiliary 
member  who  intends  to  fur- 
ther his  or  her  education  after 
graduation  from  high  school. 

MINI— FETE  HELD 
By  Library         Place 

Youngsters.  Eleven  Princeton 
youngsters  staged  a  "mini- 
fete"  on  Library  Place  to 
benefit  The  Medical  Center  at 
Princeton.  Carol  Tate.  Jack 
Stephenson,  Julie  Stephenson. 
Suzy  Davidson,  Drue 
Schreyer,  Marie  Marcantonio, 
Hali  Lindbloom,  Babbie 
Stephenson,  Georgiana 
Krause,  Susan  Marcantonio 
and  Allison  Young  thought  up 
the  mini-fete  which  featured  a 
fortune  teller,  sponge  toss, 
grab  bag,  tennis  toss, 
basketball,  and  a  make-up 
artist,  plus  lemonade, 
.ies  and  cupcakes.  The, 


New  Shipment  of 

■Model  Coats  &  Shifts 

$16-18 


SPOBTSWEM 

AND 
ACCESSORIES 

5%  Discount 
Cash  Purchases 

737-0313 


AU 


authorities,  and  usually 
they  are  responsible  for 
only  about  two  percent 
of  all  cardiac  patients. 
Some  of  the  causes  of 
confenital  detects  are 
unknown.  It  is  known, 
however,  that 
woman  has  an  attack  of 
measles, 
during  the  early  months 
of  pregnancy,  her  child 
may  be  born 
defective  heart,  or  other 
defects.  During  the 
pregnancy     of 

great  care  must 
be  taken  to  protect  her 
health. 

When  was  the  la 
time  you  checked  on  the 
supplies  in  your 
medicine  cabinet?  A 
stop  at  Forer  Phar- 
macy, 160  Witherspoon 
is  all  It  takes  to  put  that 
chest  back  into  tip-top 
condition.  Don't  wait  for 
an  emergency  to  arise 
and  find  out  that  your 
missing  the  necessities. 
Open  daily  from  9  to  9 
and  Sundays  from  9  to  3 
p.m.  Phone  us  at  921- 
7287anytime, 

Household  Hints: 

A  pencil  sharpener 
installed  on  a  handy 
shelf  makes  for  sharp 
pencils  and  homework 
done  more  willingly. 


Weber  Outdoor  Grills 

Styrofoam  Chests  and 
Insulated  Bags 


Garden  Hose  -  Lawn  Sprinklers 
Alum.  Folding  Picnic  Tables 
Thermos  Chests  and  Coolers 
Patio  Lights  -  Citronella  Candles 
All  Ortho  Chemicals 
Rakes  -  Leaf  Bags  -  Leaf  Carriers 
Garden  Carts  -  Wheelbarrows 
Peat  Pots  &  Potting  Soil 
Garden  Tools  -  Spreaders 


Cook  &  Dunn's  'Tweeh  Season 

Paint  Sale  Continues 

SAVE  UP  TO  20% 


URKEN'S 

"Urken's  Has  Everything." 
27  Witherspoon  St.  924-30/6 


DAVIDSON'S 

SUPERMARKETS 


172  NASSAU   STREET,  PRINCETON 


Foodtown 
Sugar  5^ 

Hofbog 
Rons    _ 

Grapefruit 
Juice 


3 


Catsup 

Fniit 
Cocktail      3 

StarKist 
Tuna  Fish    e 

FooOlown  Wfii(e9- 

Paper 
Plates     150 

Sliced  ifhite 
Bread      3  22ozioaves 

Ragu  Sauce  21 0.  ,a 

Applesauce         isozgas 
Pope  Tomatoes       aeozca 


$1.29 

$1 

pkgs  018^0    I 
oz  bollles         I 

J\ 

45 
99 


Semi-Boneless 

Chuck  Roast . 

Boneless 

Chuck  Roast . 

Shoulder  for  London 
Broil  or  STEAK 


ll 


n.09 
n.29 

$1.67 


79' 
s25' 

n49' 


Savarln  Coffee 
ChocTFi  0  Nuts 
Heinz  Relishes 
Potato  Chips      9 
Styrofoam  Cups 

Lemon  Juice 
Marshmallows 
Pretzel  Thins      e 
Rice  A  Roni 


.c.  99' 

.ca„9y 

J  9V«  oz  lars    1 
DZ  twin  pack  77 

49' 


51 


t  bottle  49 
Dz  baa  39 
llo  bag  49 

ozbo»39' 


Short  Ribs  of  Beef  41.19 
Beef  for  Stew  41.49 
Chuck  Cube  Steak  41.69 

.69 


Sliced 
Bacon 

Mayer  Bologna 
Pimento  Loaf 


$1 


SHOULDER 
PorkChops 

Loin  End 
PorkChojjs 

Boneless  PorS  Loin  Rm^^^^ 

Pork  Chop  Combination 


Swift's 

Premium  Franks 


89< 


79' 
79' 


Quartered 

Chicken  Legs 

69"^ 


$-1  .09 

$-|  .19 

$1.59 
$1.29 


Free! 


^1  Farm  Fare      „ 

i  II  Crinkle  Cut  \mI 

'  ^  PrviainP^         with  this  coupon  and 


FRESH  PRODUCE 


Quartered 

Chicken  Breast 

69^ 


Tomatoes     .  ..J9'^ 

Romaine  Lettuce       »39' 
Carrots         2ceiiobaqs49' 


Sunkist  Oranges 
Fresh  Broccoli 


Stay  N  Shape 
Yogurt 

Margarine 


Fresh  Squash 
18.79'  Seedless  Limes 
49'  Tropical  Mangos 


Orange 

2Q^  Cheese  Slices 
Whip  Topping 
'™  59'  cirusFruH  Salad 


Q'vr 


$7.50  OR  MORE  PURCHASE    jg 

imvi'Vi'n'vmvhTi^nT 


mgll 


3  Assorted  Varieties 


'  Viva  Paper 
I  Towels 


39 


jumbo 
roll 

WITH  THIS  COUPON  AND 
$5.00  OR  MORE  PURCHASE    \h  j 


il  Regular  Dairy  Fresh     ^^^^Q 1 


FROZEN  FOOD 


Margarine 


29 


I    3 


n).pkg. 
quarters 

WITH  THIS  COUPON  AND 
$5.00  OR  MORE  PURCHASE 


?  I 


)  I'n'n'ri^vvyyiTiTii'ym'mmvwQj 


.gi^.l,l,l,l,l,l,l,l.l,(,tT/.MIM:H«»HU»J.'IJ,l. 

i  31  Assorted  Grinds     JL  ^     ^Q 

Maxwell  House  ^T-^51 

Zb. 
^11  nnpp 


I  rg 

'  31  Coffee  can 

WITH  THIS  COUPON 


$1 


I 
I 

?  ' 
E  I 


Orange  Juice 
CooiWhip      . 
Potatoes 
QQC  Broccoli  Spears 

Lemonade     6  0^41 
TiplopDrinks  6.  J1  Vegetables 


Flounder  or 
Sole  Fillet 


Corn  on  Cob  4».  .,69 


„29«  Green  Beans    i..J\ 

„ 69' Chwolate Eclairs.  o79 

l^cEgg  Beaters 

ogc  Mac  &  Cheese 

Potato  auGratin 


.Qjm'TyvmvyyyvvwTmnnnwfv^iTO^ 

g^l,lll,l,U,l,l,l,U|'MMr.V.l7»«»llluain,ll,UUlV:....itQl 

il  Save  More  A  ^     1Q 

Gaines  Dog  Meal 


,89' 
59' 


511. 


$1 


WITH  THIS  COUPON 

■Coupon gooo ai  any  DavKlso"  Sutwr^af^w  t^ 


g  I 

^1 


igJsTVWiwmvfyvyymwwvwvYvriTvvyrm^mH 
:p[i.ij.ij,iii,Li,i,i|Y.iiiM-.i7»..^.i;ga,i„.i.,...i,„..„.u(gi 


3 


Spinach  Souffle 
^^  Potatoes 


-''    I  ^  Heavy  Duty  Liquid 

,59' j  I  Dynamo        ^^ 

"  Detergent        container 


75 


Coupon  gooo  JuTff  (Is  IfWu  Ji#*e  i»  0«*y   **    Cv<  Ig—      I 


WITH  THIS  COUPON 

Coupon  good  at  an^  (>a\<i 


NOHOICRAFT 


OBITUARIES 


•  Endorsed  as  "Unique"  by  Princelon  Hislofical 
Book.  "The  Place  To  Go"  by  Princelon  Channber 
otConnmerce 


Half  styling  for  Men  and  Women 
362  Nassau  St.  by  appt  924-7733 


TOUR  WATERCRESS  FARM 


2  hour  personally  conducted  tour  of  12  gardens, 
unusual  greentiouses,  old  Pennsylvania  Dutch 
home,  buili  m  1690  and  1837,  antiques  and 
needlepoint  By  appointment  only  lot  6  or  more 
Admission  $2.  Write  lor  circular  or  phone  201- 
735-7010 

Houseplants,  perennials  and  orchid  plants  lor  sale. 
On  Route  31  between  Flemington  and  Clinton, 
behind  Old  Timbers  Restaurant,  Annandale.  N,J 
08801 


'ZJ.F.'D.  LTD. 

Fincvil  Collection  of 

(:L()TIII.\(;  and  ACCBSSORIKS 

(orthcCONNOISSElR 

.11  nKSIRAULK  PRICES 

BATIK  T  SHIRTS 

iNilh  matching  scarves    by  Jane  Blake 
Tuesday-Saturday  10-5  77  Main  Street 

Sunday  1-5 Kingston,  N.J. 


.Millard    .Me 


Jolie's 


'  \__^  luill  HUH  >  M  in' 
934  3963 

49  PACMER  souahe  west  phinceio 


hilesi  in  Cdiffnre  Faxhh 
Indii'iduaHii  Yinirs 


^edKen 

Closed  Monday 

Tues  thru  Sat  9-5 

Fn  11119 


Millard  Meiss.  71.  43 
Maxwell  Lane,  professor 
emeritus  of  art  history  at  the 
Institute  for  Advanced  Study, 
died  June  12  at  his  home.  He 
was  one  of  the  world's  leading 
authorities  on  late  Medieval 
and  Renaissance  painting. 

Widely  admired  as  a  writer, 
teacher  and  connoisseur.  Dr. 
Meiss  held  many  awards  and 
honorary  degrees,  the  most 
recent  being  a  Doctor  of 
Letters  conferred  on  him  last 
month  by  Columbia 
University. 

Dr.  Meiss  last  year  com-  Ur 
pleted  the  third  and  final  mentemenl  exercises  at 
volume  of  his  monumental  Columbia  University  in  May. 
"French  Painting  in  the  Time  where  he  received  an 
of  Jean  de  Berry."  The  work,  honorary    Doctor   of   Letters 

organized       around        the  degree. 

collections  of  the  15th-century         .       „,,„^  ,.,w.^v.  ,.,iii  ko 

f^^ir^-andtr^^    «fis3T 

ami  intellectual  background        tnerapist,   a  aaugnter,  ur 

Born    Ln    Cincinnati.    D 
Meiss  studied  architecture  at 
Princelon 

history.  After  his  graduation 
in  1926  he  worked  in  the 
construction    industry    while 


[eiler  was  a  meMWi' 
of  the  Rosary  and  AUar 
Society  of  St.  Ann's  Church. 
the  Mount  Carmel  Guild  and 
the  Senior  Citizens  Club  of 
Lawrence  Township. 

Widow  of  Carl  V.  Bleiier. 
she  IS  survived  by  a  daughter. 
Mrs.  John  Bartolino  of 
l,awrence  Township,  three 
grandchildren  and  five  great- 


A  Mas 


a  psychiatrist 
nd  psychoanalyst;  a  sister, 
°l    Janet  M,  Friedaman  of  Cin- 
cinnati    and     two     grand- 
hildren. 
A   private   funeral   service 

continuing  school  at  night  He   Tel^XV^ZlKi    The^l 
h<M»an    his   graduate   studies        .  r 


II  be  a  memorial  service 

t   the  Princeton 
University  Chapel. 


Show-Off  frames 
at  40%  off! 


first  at  Harvard  and  then  at     .       ,  .. 

he  earned  his  Ph.D.  

Dr.  Meiss  taught  at  Har- 
vard. Columbia  and  Princeton  Edward  M.  Haynes,  91,  5 
and  served  as  curator  of  Columbia  Avenue.  Hopewell, 
paintings  at  Harvard's  Fogg  died  June  11  in  Hunterdon 
Museum  guest  director  and  Medical  Center  He  was  the 
visiting  scholar  at  I  Tatti.  the  retired  business  ad- 
Harvard  sponsored  center  for  ministrator  for  the  New 
Renaissance  culture  in  Jersey  Neuropsychiatric 
Florence  and  editor  in  chief  of  Institute  at  Skillman  where  he 
the  Art  Bulletin.  In  1958  he  had  been  employed  for  45 
succeeded  his  former  teacher,   years, 

Erwin  Panofsky.  at  the  A  lifelong  area  resident,  Mr. 
Institute  for  Advanced  Study.  Haynes  was  a  member  of  the 
Herelired  last  year.  Calvary  Baptist  Church  of 

Dr  Meiss's  skills  as  an  Hopewell,  serving  as 
administrator  led  to  his  superintendent  of  the  Sunday 
chairmanship  of  the  American  school  and  as  clerk  of  the 
Committee  to  Rescue  Italian  church  He  was  a  60-year 
Art  damaged  in  the  1966  member  of  Hopewell  Lodge 
Florence  flood.  He  had  just  No  155  F&AM.  a  member  of 
completed  work  on  "The  the  Scottish  Rite  Valley  of 
Painter's  Choice-  Problems  Trenton,  Crescent  Temple  and 
in  the  Interpretation  of  Tall  Cedars  of  Lebanon  of 
Renaissance  Art."  a  selection  Trenton,  and  was  secretary- 
_  treasurer   of  the  Highland 

Cemetery     Association     of 
Hopewell  for  many  years. 

Surviving  are  a  son,  Edward 
M,  Jr  of  Flemington;  a 
stepson,  Stephen  Wood  of 
Hamilton  Square;  two 
daughters.  Mrs.  Margaret  H, 
Winant  of  New  Brunswick  and 
Mrs,  Alice  Shurtleff  of 
Hillsboro  Beach,  Fla,;  a 
sister,  Mrs,  Mary  Green  of 
Pennsylvania  and  seven 
grandchildren, 

A  service  was  held  in 
Hopewell,    the  [tev,   Bruce 


John  A.  Nalbone,  5S,  2013 
Lawrence  Road,  died  June  11 
at  Helene  Fuld  Medical 
Center.  A  World  War  11 
Veteran,  he  was  employed  as 
a  construction  repairman  for 
the  Slate  Transportation 
Department  tor  23  years. 

He  is  survived  by  his  wife, 
Ann;  two  sons,  John  A,  Jr,  and 
Wayne,  both  at  home;  two 
brothers,  James  of  Ewing 
Township  and  Samuel  of 
Collingswood;  two  sisters, 
Mrs,  Sadie  Brancolino  of 
Trenton  and  Mrs,  Rose 
Schifano  of  Ewing, 

Mass  of  Christian  burial 
celebrated  at  St,  James 
Church  with  interment  in  SI, 
Mary'sCemetery, 

Charles     Timothy     Barr. 

infant  son  of  Charles  T,  and 
Darlene  P,  Barr,  7  Heathcote 
Road.  Kingston  died  June  14  in 
Children's  Hospital. 
Philadelphia, 

In  addition  to  his  parents,  he 
is  survived  by  a  brother. 
David  Scott  Barr,  at  home;  his 
maternal  grandfather.  Henry 
A,  Pinter  of  Rocky  Hill;  and 
his  paternal  grandmother, 
Mrs  George  P  Barr  of 
Kingston,  Pnvale  interment 
was  held  in  Rocky  Hill 
Cemetery,  Monsignor  John  J 
Endebrock  of  St,  Paul's 
Church  officiating, 

David  Day,  50,  of  Gwynedd 
Valley,  Pa,,  died  June  16  at 
home  A  lawyer,  he  lived  at  62 
Wheatsheaf  Lane  for  four 
years  before  moving  to 
Pennsylvania  a  year  ago. 

Born  in  Tennesee,  Mr,  Day 
was  a  graduate  of  the 
University  of  Tennessee  and 
received  his  law  degree  from 
Temple  University,  Formerly 
a  lawyer  with  Ticketron.  he 
was  counsel  and  secretary  of 


American  Electronic  Labs  in 
"CoTifiar.Ta  rafnrs'JS'W 

He  is  survived  by  his  wife 
Noreen;  a  daughter.  Ellen, 
from  a  former  marriage;  a 
step-daughter.  Mrs,  Jennifer 
Tomberlin  of  Berkeley.  Calif. ; 
and  a  step-son,  Gavin  Hood,  a 
student  at  the  Philadelphia 
Textile  Institute. 

The  service  was  held  at  the 
Church  of  the  Messiah, 
Gwynedd  Valley, 

Kermit  R.  Holland.  58.  337 
Princeton  Road,  Plainsboro, 
died  June  14  in  Middlesex 
General  Hospital  in  New 
Brunswick,  An  army  veteran 
of  World  War  II,  he  was 
president  of  Scribe,  Inc,  of 
Princeton, 

Surviving  are  his  wife, 
Justine  Casteel  Rolland;  a 
son,  Christopher  of  Ogden, 
Utah;  two  daughters,  Mrs, 
Margaret  Gorrie  and  Miss 
Elizabeth  Rolland,  both  of 
Plainsboro;  and  a  brother. 
Max  Roliand  of  Deans, 

A  memorial  service  was 
held  at  the  Princeton 
University  Chapel,  Con- 
tributions may  be  made  to  the 
Heart  Fund, 


HiLESIDE 


Hours:  Tues,-Fri,  10-1 
Sal  9-S.  Sun  1-5 
Closed  Mondays 

Route  206 
Belle  Mead 
201-3S9-8388 


Show-Off  your  old  photos, 
new  graphics,  needlepoint,  in 
the  Barn's  three-dimensional, 
see-through  plastic  frames. 
Our  ShowOtfs  come  in  five 
sizes,  and  can  t>e  hung 
vertically  or  horizontally. 

Mail  order  $1.50  first  frame, 
50(  each  additional  frame, 
plus  tax  where  applicable. 


L 


1 16 "  X  20 "  Reg.  $17  Sale  $10.20 
12"  X 16"  Reg.  $11.00  Sale  $6.60 
1 1"  X 14"  Reg.  S8.50  Sale  SS.IO" 
8"  X  10"  Reg.  $6.50  Sale  $3.90 
5"  X  7"  Reg.  $3.75  Sale  $2.25 
mN^TON   Thi  MiriM  Pin  Rt  Z7  nd  511.  Opn  Thndn  nd  Fridir  "#!>- 
ITIwradivni^ 


Pullen   of  Calv 
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THE  POTTERY 
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Uptown  1292  Le.   Ay  &  87lh  Si 
Villag*  49  Greenwich  Av    6th  &  nn 
Stamford  i205  H.gh  PlidQe  Road 
Th«  MMI  at  Short  HMIl  N  j 
Prmcvlon  Junct.on  Rouies  2'  «  il8 
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Church  and  the  Rev.  Robert 
Bennger  of  the  First  United 
Presbyterian  Church  of- 
ficiating. Interment  was  in 
Highland  Cemetery  Con- 
tributions mav  be  made  to  the 
Calvary  Baptist  Church 
memorial  fund  or  to  the 
Hopewell  Fire  Department 
Ambulance  Corps, 

Frederick    R.    Luck.    78,    4 

Lakeview  Avenue.  Kingston, 
died  June  12  in  the  Princeton 
Medical  Center.  He  was  a 
nurseryman  for  the  Princeton 
Nurseries. 

Born  in  Kent.  England.  Mr. 
Luck  was  a  Kingston  resident 
for  the  past  52  years.  He  was 
an  English  Army  veteran  of 
World  War  I  and  a  charter 
member  of  the  Kingston 
Volunteer  Fire  Company. 

Survivors  include  his  wife, 
Margaret  Smith  Luck;  a 
daughter,  Mrs.  Robert  B. 
Henderson  of  Stamford.  Conn, 
and  two  grandchildren.  The 
iservice  was  held  at  a  Mon- 
mouth Junction  Funeral 
Home  with  interment  in 
Franklin  Memorial  Park. 
North  Bruaswick, 

Mrs.  Catherine  M.  Bleiler. 
78.  2398  Princeton  Pike. 
Lawrence  Township,  died 
June  12  in  Helene  Fuld 
Medical  Center,  She  was  a 
retired  employe  of  the  Kuhn- 


You  only 
panel  a    ^r 
wallonce!^^^ 

Come  in ...  let  us    ^^^^^B^^^ 
help  you  plan  to    ^^^^^^^    ' 
do  it  right.  '"t^tZSTa.l«'",..,.,-,' 

You  can  easily  put  up  paneling 
that  you  will  enjoy  for 
years.  Here's  all  it  takes: 

ugh  sketch  showing  posi 


—  WK  M  leii  yuu  iiuw  many  —  •    .      i- 

4x8  panels  you  need  and  See  our  complete  line 

how  lo  apply  ihem  of  line  paneling  and 

O  Order  the  u  s   pt>'-  accessories 

^^  wnnri  nanplinn  u 


all  price  r 


^  structJons  and  the  job 
Will  go  quickly.  You  prob- 
ably have  all  the  tools  you 
need   If  not,  we  can  supply 


From 


Grover  Lumber 


194  Alexander  Rd. 


924-0041 


MAILBOX 


ORC  a  Subtle  Monster? 

To  the  Editor  of  Town  Topics : 

I  am  afraid  we  have  a  subtle 
monster  in  our  midst! 
According  to  a  UPI  report  it 
seems  that  Opinion  Research 
Corporation  of  Princeton  has 
conducted  a  biased  sur- 
vey—this time  against  a 
proposed  governmental 
consumer  protection  agency. 

The  report  says  that  Senator 
Charles  Percy  requested  that 
a  study  be  made  of  the  survey 
in  question  because  the  results 
of  the  survey  conducted  by 
Opinion  Research  ran  counter 
to  the  mail  he  had  received. 

The  study  made  by  an  ex- 
pert in  the  Library  of 
Congress  found  the  biased 
method.  The  method  used  is  to 
place  questions  so  skillfully 
that  the  result  achieved  is  the 
one  desired  by  those  paying 
for  the  survey;  which  may  not 
be  what  the  victimized  citizen 
really  wanted- 


Isn't  the  Justice  Depart- 
ment interested  in  this  kind  of 
subtle  monsterism  ?  I  shall 
write  and  ask  them:  "Does  a 
surveying  organization  have 
the  right  to  cause  innocent, 
cooperating  citizens  to  vote 
against  themselves?" 

In  this  instance  those  paying 
for  the  polling  lost  out.  Even 
though  the  survey  showed  the 
desired  result  they'd  paid  for, 
the  mail  of  the  Senate 
members  showed  a  different 
desired  result,  so  the  Senate 
passed  legislation  to  create 
the  agency  protecting  the 
consumer. 


In  the  meantime  people 
should  protect  themselves  by 
asking  who  is  paying  for  the 
survey,  or,  refuse  to  answer 
questions.  The  surveying 
organizations  should  choose 
honest  customers  and  not 


NOTice  Given  the  amount  of  people 

Leuers  to  TOWN  roP/CS  \9}'"8  '"  0"^  parly  or  the 
j>ja,/h«,  ■  rh„  iw  »,«  .  ^  other  m  a  primary  has  no 
MaiiDox      snouia    be    typed,  i,         „  r-     i     i    •■ 

^„  .,„  .  ^  Kwcu,  bearing   on   fmal   election    - 

double  spaced,  signed  and  particularly  in  Mercer 
received  for  publication  no  laler  County,  I  just  ask  that  you 
thanMonday  No  letter  will  be  pnn-  look  at  previous  results  in  this 
led  without  a  valid  signature  and  county. 
address  Letters  longer  than  500  I  shall  not  go  into  all  the 
words  may  be  edited  or  omitted  political  reasons  why  my 
entirely,  at  the  discretion  of  the  victory  is  more  than  probable 
editor  Letters  on  subiects  not  in  November  -  such  reasons 
specihcaily  related  to  the  Pnn-  as,  (1)  An  off-year  which 
ceion  area  may  also  be  reiected       means  the  "out"  party  has  a 


better  chance;  (2)  In  11  of  the 

prostitute  themselves  in  this   ^^  municipalities  our  best 

way .  vote-getters  are  at  the  head  of 

VINCENTIA DANDRY    *^^  ^'*^ket  for  Assembly;   (3) 

Millstone  River  Spts.  four  Republicans  have  won  in 

the   past   nine  years   on   a 

Sayen  Says  He'll  Win.  county-wide      basis,      i.e.. 

To  the  Editor  of  Town  Topics-     Weidel,  Meredith,   lorio  and 

I  should  like  to  take  great   ^"^^''^["'.J'^'r^'!!  abysmal 

exception  to  the  editorial  -^-— ■   -'  **~-  ^-  •- 


RPR  RRil 

School  o)  Ballet 

Mila  Gibbons   direclnr 


PBIHCETON  BOOK  HltT 
11Palm«iSi)uveW. 
924-1730  ,^„,,n 
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your  recent  June  5th 
concerning  the  primary 
results  for  County  Executive, 
You  stated  in  the  article  - 
"results  seemed  a  clear  in- 
dication that  Mr.  Sypek  will  be 


how  of  the  Democrats 
Trenton. 

All  of  these  are  valid 
reasons  for  optimism,  but  the 
overriding  pragmatic  political 
reason  for  the  justificati( 

contention    (with    the 


County   Executive  when  the  Proper  campaign)  I  shall  \ 

ballots     are     counted      in  '"  November,  is  the  fact  that 

November."  last  November,  the  voters  i 

The  person  who  wrote  that  Mercer  County  stated  over- 
article  did  not  do  his  or  her  whelmingly  they  were  not 

homework,  continue 


The 

Junction  Pharmacy 

•  Prescriptions 

•  Cosmetics 

•  Russell  Stover  Candy 

Weekdays  9-9,  Sat.  9-6,  Sun.  10-1 

HIghtttown  Road,  Princeton  Junction 

P.  A.  AsMton,  R.P.  799-1 232 


assau  oavmgs 

Celebrates  Its  Grand  Opening  in  Montgomery 

Join  our  Celebration  at  the  Montgomery  Shopping  Center 

For  your  convenience  our  new  branch  is  now  open  -  right  in  the 
Montgomery  Shopping  Center,  route  206,  where  you  can  easily 
combine  savings  with  shopping. 

Come  in  and  say  'Hello.'  Then,  register  to  win  an  RCA  TV  or  a  Nassau 
Savings  account.  Everyone,  sixteen  or  older,  is  eligible  to  register. 
You  might  be  a  Nassau  Savings  Winner! 

HOURS:    W«*<l«y«,  »  •.m.  to  4  p.ni.     FM*l  Ewnlngi.  5  »  7  p.m. 
Salufdiy,  10  •.m.  to  1  p.m..  Monlgomw^wnly. 

S  S^assau  Savings  • 

^"^  And  Loan  Assoclatton 

PRINCETON  •  WEST  WINDSOR  •  MONTGOMERY  TOWNSHIP 


NASSAU  SAVINGS 

MONTGOMERY  BRANCH  OFFICE 

RCA  Black  and  White  TV 

$20  Savings  Account 

Registration 
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^  Transmission  Repair 
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ON  THE  LOCAL  BUSINESS  SCENE? 

Your  Neighbors  Know- 

CONSUMER  INFORMATION  BANK 

nd  for  local  consumers  and  financed  bv  Consumer  Bureau  Registered 
.     .  :hoose  to  ADVERTISE  —  here  or  elsewhere  -  the  fact  that  they  are  on 

our  Register  lOtfier  Consumer  Bureau  Registered  business  people,  who  do  NOT  advertise 
their  Consumer  Bureau  Registration  and  do  NOT  therefore  contribute  to  support  of  Consumer 
Bureau,  are  nevertheless  listed  free  of  charge  on  our  complete  unpubhsheKl  Register  —  which 
can  tie  checked  by  phone  at  924-0338  when  you  know  the  Consumer  Bureau  Registration  Num- 
h<»r  of  the  firm  you  are  checking. ) 

n  Photo  Equipment  BjffiB  Roofing 

,  Sales  IJ  Setvice:  L-^-SJ  Contncton: 


See  Wee  Which  Checks  Daily  by  Telephone 
On  Those  Who  Uve  Alone  Seeks  Volunteers 

Summer  volunteers  are  needed  to  make  a  brief  toll-free 
phone  call  each  day  to  check  on  the  safety  of  someone  who 
lives  alone  The  number  of  persons  requesting  Telephone 
Reassurance  has  grown  recently,  and  several  regular 
volunteer  callers  will  be  taking  vacations  during  the  next 
three  months. 

Calls  are  made  at  a  specified  time  agreed  upon  by  the 
volunteer  and  the  person  being  called  All  names  are  con- 
fidential. Those  who  register  are  asked  to  provide  the 
names  of  two  persons  living  nearby  who  could  check  the 
home  or  anartment  if  the  phone  is  not  answer^  at  the  pre- 
arranged time 

Telephone  Reassurance  is  a  free  service  that  has  been 
operating  successfully  for  a  year  under  the  auspices  of  the 
Council  of  Community  Services.  It  serves  the  elderly,  the 
homebound,  the  convalescent,  or  any  person  who  lives 


Mailbox 


Clarification  Of  fered. 

TotheEditor: 

The  "Jiggle-Rail,"  which 
was  recently  transplanted 
from  the  Architectural 
Laboratory  to  the  Harrison 
Street  Playground,  (TOWN 
TOPICS.  June  12)  is  one  of 
my  playground  equipment 
designs  but  is  not  one  of  my 
sculptures.  This  is  not  to 
imply  that  one  is  more — or 
less— important  than  the 
other.  I  hope  they  are 
equally  important,  but  they 
are  different 

JOE  BROWN 
I  31  Edwards  Place 


satisfied  with  county  gover- 
nment, as  presently  con- 
stituted, and  voted  for  reform 
by  voting  for  the  County 
Executive  format. 

I  was  the  leader  in  putting 
the  question  on  the  ballot  and  I 
was  the  leader  in  asking  that 
the  County  Executive  form  be 
adopted.  Furthermore,  I 
served  on  the  Charter  Com- 
mission that  recommended 
this  reform. 

In  summation,  the  reform 
votes  are  there  in  Mercer 

County,  be  they  Republican,  ^  ' 

be  they  Independent  or  be  they  Beginning  July  1.  the  total 
Democratic.  With  the  proper  payment  will  remain  $182.00, 
campaign  I  feel  that  those  with  the  Federal  contriliution 
reform  votes  will  come  my  increasing  to  $157.70  and  the 
way  next  November  4.  State  decreasing  its  amount  to 

W.  HARRY  SAYEN  $24.30  Similar  decreases  were 
167  Edgerstoune  Road  imposed  by   New   Jersey   in 

March  and  June  of  1974.  when 

Merchants  Thanked.  Federal  increases  of  7  percent 

6310  To  the  Editor  of  Town  Topics:  and  4  percent  respectively. 
'"5  The  Greater  Princeton  were  granted.  Thus,  total 
Chamber  of  Commerce  was  federally  recognized  cost  of 
particularly  gratified  with  the  living  increases  totalling  19 
response  of  the  local  mer-  percent  have  been  completely 
chants  in  our  recent  project  -  negated  by  State  actions. 
the  planting  of  flowers  along  in  addiUon  to  being  short- 
Nassau  Street.  The  funds  to  changed  by  the  State  on  their 
purchase  the  flowers  and  the  SSI  payments,  many  citizens 
other  materials  necessary  for  will  soon  lose  their  benefits 
planting  them  were  collected  from  two  other  vital 
by  the  Chamber  from  the  programs  To  be  eligible  for 
merchants,  indicating  their  Medicaid  in  New  Jersey,  the 
positive  interest  in  the  visual  aged,  blind  and  disabled  must 
well-being  of  our  downtown.       qualify  for  SSI. 

More  plantings  will  be  forth-  

coming.  We  hope  they  will  lift      The  eight  percent  increase 

the  hearts  of  all  who  see  them,    in  federal  Social  Security 

AUDREYC. SHORT  benefits    will    push    many 

President,  beneficiaries       over       the 

Chamtier  of  Commerce  qualifying   limits   for   SSI. 

causing  them   to  lose  their 

Older  People  Short-changed.  Medicaid  entitlement  A  third 
To  the  Editor  of  Town  Topics:  cruel  blow,  little  publicized  to 
A  large  segment  of  New  dale,  will  occur  on  July  1, 1975 
Jersey's  low  income  senior  when  all  SSI  recipients  wUI  no 
citizens  is  about  to  be  short-  longer  be  able  to  buy  food 
changed  by  the  state  for  the  stamps,  according  to  a  federal 
third   time   in   the  past    15  ruling. 

months.  On  July  1,  when  the  There  has  been  little 
Federal  Government  in-  revelation  or  public  discussion 
creases  its  basic  grant  to  acknowledging  the  fact  that 
Supplementary  Security  senior  citizens  have  not 
Income  (SSIi  recipients.  New  received  their  fair  share  of  Sbl 
Jersey  will  reduce  its  share  increases  due  to  New  Jersey  s 
commensurately  budget  cuts   The  State  s  low 

Since  the  SSI  program  income,  aged,  and  disabled 
started  in  January  1974,  the  population,  aii  estimated 
federal  grant  to  low-income  110.«»  '"  a",  have  few  ef- 
aged,  blind  and  disabled  temne  pressure  groups 
pirsons  nas  been  sup-  f'gWing  for  their  rights.  We 
plemented  by  a  small  con-  respectfully  request  that 
tribution  from  the  states.  The  concerned  citizens  of  all  ages 
claimant,  however,  receives  help  to  bring  these  mequities 
only  one  combined  ■■gold"  to  light  and  prevail  upon  their 
check-the  only  check  so  legislators  and  congressmen 
■olored-issued  by  the  U.S.  to  take  corrective  action. 


pSM  TV:  Stereo:  Hi-Fidelitv 

Lalng  °D"nner8mqu°Micil"es''Rle'     ^SiS  SsleS  ft  SOIVice: 


Treasury  Department. 

On  July  1.  the  Federal 
Government  will  increase  its 
SSI  payment  by  8  percent,  the 
percentage  based  on  an 
automatic  cost-of-living  in- 
crease. New  Jersey,  however, 
plans  to  reduce  its  con- 
tribution by  an  equal  dollar 
amount  so  that  tne  senior 
citizen's  '■gold"  check  will  not 
increase  despite  the  vicious 
inflation  of  the  past  year 
Because  the  recipients  receive 
only  one  check  from  the 
Federal  Government,  they 
will  have  no  way  of  knowing 
that  it  is  New  Jersey  which 
has  short-changed  them. 

The  program  is  complex 


PRINCETON  JOINT 
COMMISSION  ON  AGING 
jEAN  LARGE. 


iients 


nd  pa. 
dividuals  according  to  their 
income  and  living 

arrangements  For  example, 
the  present  payment  to  a 
person  over  age  sixty-five 
with  no  other  income  and 
living  alone  is  SI82.00  ($146  00 
Federal  and  $36.00  Slatei 


A  connplete  selection 
of  yarns,  patterns  and 
needle  point  equip- 
nnent  <t)r  hours  ot 
relaxation  and  lasting 
beauty 

THE  KNITTING 
SHOP 

TulaneSt      924-0^.11? 
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In  the  Heart 
of  Princeton 


Yes!  Shopping  CAN  he  fun! 


Two  convenient  Park  &  Shop  lots: 

•  corner  of  Channbers  and  Hulfish 

•  the  Playhouse  Theatre  lot 


Ask  any  of  these  co-operating  merchants  to  put  a 
stamp  on  your  parking  card.  Each  stamp  is  worth 
15*  toward  your  parking  fee.  You'll  avoid  parking 
fines  this  simple  way. 


The  Artisan 
Applegate  Floral  Shop 
Joseph  Borg.  Tailor 
Harry  Ballot,  Clothier 
Brophy's  Shoes 

Classics,  Ltd. 
H.P.  Clayton's 
Cousins  Company 
The  Clothes  Line 
The  Country  Squire 

Dieihenn  Music  School 

Durner's  Barber  Shop 

Edith's 

The  English  Shop 

The  Fabric  Shop 

Walters.  Howe,  Inc. 


Houghton  Real  Estate 
Hunt's  Shoes 

Kalen's  Fine  Arts 
Kopp's  Cycle  Shop 
Kalmus  Jewelers 
Karelia 

Langrock's 
Luttmann's  Luggage 
LaVake's  Jewelers 
Landau's 

G.R.  Murray,  Inc. 

The  Nassau  Pharmacy 
Nassau  Shoe  Tree 
Nassau  Delicatessen 
Orient  Shop 

Princeton  Bank  &  Trust  Co. 
Polly's  Candy  Store 


Princeton  Book  Mart 
Princeton  Decorating  Shop 

Princeton  Gift  Shop 
Princeton  Music  Center 
The  Prep  Shop 
The  Princeton  Herald 
Princeton  Clothing 
Princeton  Army-Navy  Store 
Princeton  Bookbinding 

and  Goldstamping  Co. 
Revere  Travel 

Stockton  Real  Estate 
Stone's  Linen 
The  Silver  Shop 

Saturn  and  Elle  Boutiques 
Sky  Promotions,  Inc. 
The  Town  Shop 
Tavernwood  Beauty  Manor 

Urken  Supply  Co.,  Inc. 


Weekly  Stock  Quotations  of  Area  Firms 
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Applied  Data  Research ^* 

United  Jersey  Banks 2% 

Base  10 ^*'* 

Circle  F  Industries ^ 

Dataram 2 

Heritage  Bancorp ~ 

Horizon  Bancorp |^^* 

Mathematica ^^^ 

N  J  National  Corporation ^^ 

OplelCorp ^l2 

PennCorp *J« 

Princeton  Applied  Research .r/'* 

Princeton  Chemical  Research ^^ 

Princeton  Electronics ^ 

Tizon  Chemical *„ 

Nassau  FundCN.A.V.) 

The  attove  inter-dealer  price  approximations  are  subject ' 
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Low 
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Bid 
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11% 
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4% 

3^4 

22% 

21  >,^ 

3V4 

3V4 

RflBdisVinnediately  north  ol  .    JoINSMaTHEMaTICA 

the  U  S.  1  and  Interstate  295       as      Business      Services 

interchange  Director.  G  Gordon  M.  Large 

Designed   by   the  national  980  Stuart  Road,  has  joined  the 

architectural  and  engineering  Malhcmatica,      pfincelon- 

Beclcet  hased  research  and  consulting 


:  Director  of  Busir 


1144 
D  Change  without  notice. 


Prices  Provided  by  Princeton  Office  of  Tudter,  Antiiony  b  R.L  Day 


BUSINESS 

In  Princeton 


nd     Son 


both  Princeton 


Welton 
Associates,    the    glea 
white    brick -and-glass    store   Serv 

will  be  the  western  anchor  for  ^^  Large  was  formerlv 
the  enclosed  two-level  mall.  Administrator  of  the  New 
Slender  panels  of  clear  glass  je^ey  Slate  Energy  Office 
will  rise  to  the  parapet  of  the  and  Executive  Director  of  the 
store  from  the  top  of  the  New  Jersey  Cabinet  Energy 
domed  canopies  at  two  of  its  Committee  As  such  he  w^ 
entrances  The  canopies  wUI  ,„volved  in  establishing  and 
cantilever  16  feet  from  the  coordinating  energy  policy 
building  to  provide  protective  p  1  a  n  n  i  n  g  c  o  n  s  e  r  v  a  t  i  o  n 
entrances  to  the  store.  Both  programs,  '  and  contingency 
entrances  will  connect  the  planning  for  fuel  shortafes  in 
parking  level  with  the  store's  the  state,  as  well  as 
upper  level.  management   of   the  State's 

Inside      the      skylighted  role  in  the  Federal  Mandatory 
vestitHiles,  dramatic  mirrored  Petroleum       Allocation 
4   walls    nearly  two  stories  tall  Program    He  also  served  on 
*   and  56  feet  long,  will  blend  the  the    Wholesale    Petroleum 
reflected  images  from  the  sky  Advisory   Committee  of   the 
with  the  glittering  images  of  Federal  Energy 

lights  that  will  line  the  Administration  and  the 
mullions  between  the  sheets  of  Energy  Conservation  Com- 
extenor  glazing  The  lights  mittee  of  the  National 
II  delineate  each  of  the  eight  Governors'   Conference 
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statement  released  jointly  by 

William     H.     Boozer,    Jr., 

president   of   Princeton,  and 

Febo.    president   of 


A.  Theodore  Earth 


strengths  of  our  offices  in 
serving  our  depositors," 

Founded  in  1917.  Princeton 
Savings  merged  with 
Lawrenceville  Savings  and 
Loan  Association  in  1973,  and 
subsequently  opened  a  new 
and  larger  office  in 
Lawrenceville  to  better  serve 
its  customers.  "We  have 
traditionally      emphasized 


\a 


PRINCETONIAN  IS  HEAD 
Of  Newly-Formed  Bank.  A 

Theodore  Barth,  27  Olden 
Lane,  has  been  elected 
chairman  of  the  board  and 
chief  executive  officer  of 
Heritage  Bank-North,  the  $380 
million  asset  bank  formed  last 
week  through  the  merger  of 
First  Charter  National  Bank 
and  Heritage  Bank-Iron. 

Until  the  merger,  Mr.  Barth 
had  been  president  of  First 
Charter,  one  of  the  largest 
banks  in  Central  Jersey  with 
11  offices  in  Middlesex  and 
Mercer  Counties.  He  is  also 
president  and  a  director  of 
Heritage  Bancorporation,  the 
Cherry  Hill-based  bank 
holding  company  with  ap-    Princeton  Saving  and  Loan  q^ah,;' se^C'ices,  FaciE'a'nS 

Savinas  and  Loin  AssS  on  ^'gh  savings  interest  rates  for 

savings  and  Loan  Association  customers."  iVIr,  Boozer 

of  Somervilie  have  announced  -j  .ifv  ,  tradition  wp  have 

Mr.    Barth    joined    First   plans  <o  merge  contingent  1^;%  intenllon  o  foHowtag  as 

Charter    in    1968   and   was  upon  receipt  of  approval  from  ^^^2oltnlb^-<VvsS- 

named  president  in  1971.  He  IS  the  regulatory  authorities,   we  grow  m  the  years  anead. 

chairman  of  the  board  for  the    The  boards  of  directors  of  both  

New  Jersey  Training  School  institutions    approved    the    BAMBERGER'S  BUILDING 

for  Boys,  president  of  the  merger       agreement       at      At  Quaker  Bridge  Mall. 

Thomas  A.  Edison  Council  for  recently-held       special  Construction  of  a  $6.2  million, 

the  Boy  Scouts  of  America,  meetings,    and    have   filed  two-level  Bamberger's  store 

and    trustee    of    the   South  applications   for  supervisory  is  now  underway  at  Quaker 

County  Hospital  Development  approval  with  the  New  Jersey  Bridge    Mall,    a    120-store 

Board.  Department  of  Banking  and  regional  shopping  center  now 

Mr.  Barth  attended  Rutgers  the  Federal  Home  Loan  Bank  rising  on  a   104-acre  site  in 

and  Columbia  Universities  Board.                                       Lawrence  Township  on  US  1 

and   received   his   banking  Princeton   Savings,   with      The      220,000-square-foot 

training  at  Chase  Manhattan  offices    in    Princeton    and  facility  will  be  the  16th  store  in 

Bank.    New    York,    Before  Lawrenceville.     has     total  the    New   Jersey-New   'Vork- 

joining  First  Charter,  he  was  assets    approximating    $53  Pennsylvania    area    when   it 

executive    vice-president    of  million.     Peoples    Savings  opens  in  March,  Bamberger's 

Forsgate      Farms,      Inc..  reports  assets  over  $14  million  is  a  division  of  R.H.  Macy  & 

Jamesburg,  and     operates     offices     in  Co. 

SomervilleandBedminster.  

'      GRAND  OPENING  SET  The  Quaker  Bridge  Mall  is 

By  Bank  on  June  28.  Steve      According  to  the   located    approximately 

Zabel.  star  line-backer  of  the  arrangement.    Princeton  midway  between  Trenton  and 

Philadelphia  Eagles,  and  Bob  Savings  will  acquire  the  assets  Princeton  on  US  Route  1,  Its 

Tucker,  tight-end  of  the  New  and    facilities    of    Peoples  site  at  the  intersection  of 

York  Giants,  will  be  present  at  Savings,  and  the  name  of  the   Route  1  and  Quaker  Bridge 

West   Windsor's   State  Bank 

Grand  Opening  Celebration  on 

Saturday,  June  28,  from  9  to  1. 
Both  athletes  will  give  their 

fans  autographed  photos  and 

will  also  be  available  for 

candid  shots.  The  first  500  will 

receive  a  poster  for  framing 

and  hanging  in  family,  den, 

youngsters'  bedroom,  or  game 
room. 

Visitors  to  the  bank  will  also 
enjoy  refreshments,  coffee, 
doughnuts  and  soda  and 
receive  a  remembrance 
Youngsters  will  play  the 
popular  penny  game  at- 
tempting to  place  as  many 
pennies  as  possible  in  the  bank 
in  a  prescribed  time.  They  will 
receive  the  bank  and  the 
pennies  as  a  memento  of  the 
day. 

All  visitors  will  ha' 
opportunity  to  try  their  luck 
with  a  magic  key.  If  it  opens 
tlie  treasure  chest,  the  con- 
testant will  receive  a  valuable 
gift.  Gifts  will  be  available  for 
those  opening  or  adding  to  an 
account. 

West  Windsor  State  Bank  is 
located  at  47  Princeton- 
Hightstown  Road,  Princeton 
Junction. 


Princeton  Savings  and  Loan  high  sheets  of  gi 

Association."  Its  home  office  Shoppers  also  may  enter  the       APPOINTMENT  MADE 

will  remain  at  132  Nassau  fi"''^ 'Tif '    ^^     ^  1"?!'' S'  „*'      Universlly      Press. 

Street  \ovieT  mall  levels,  A  land-  Princeton    University    Press 

•'The  merger  would  be  to  the  fJ^P«f  <■"'■?"«  »^,\''^"°''H  '■''^     announced     the     ap- 

mutual  advantage  of  both  '"^^f^^'     <^""«'^  ,  """     '^"'^  pointment  of  Carol  Orr  to  the 

associations       and       their  directly  to  the  lower  level  position  of  Assistant  Director. 

membershTf^,'' according  toa   ^"i^-iL^'""'  *^„J„^if  Th'^  ''  .TT*^^  „°'   '"^  ^'''"'"'" 

„.„. »  i^r„„.„^  ;.;„M,.  u.,   and  the  store  proper,  The  staff  of  the  Press  since  1966. 

restaurant  will  have  counters  Ms    Orr   has   held  several 

and   a    table   service   area  posts,  including  Permissions 

t->i,icnL   u.   ^P^'^'^    ^^    accommodating  Manager  and  Paperback  and 
Peoples,     -It    would    sub-  approximately  125 diners,  con,.nue.onne.,pa-,e 

nlially    broaden   the    total    mm^K^^^^m^a^^^^^^mmm^^mm^im^i^^^^^^^m 
irket  of  the  two  institutions 


DOMHELLY  C  )OM 


MB  made 

SENSE 

with 
HASPEL 


It's  the  kind  of  suit  you  look  lor-^ 
ward   to   on   those   hot,   humid  S 
"dog-days"    of   summer.   Cool,  \o 
crisp,    comfortable    and    light-    U 
vi/eight.  And,  because  it's  tailored     \  , 
of  100%  texlurized  polyester  it 
will   always  keep  its   neat   ap- 
pearance 

38  -  52  Regular 

37 -44  Short 

38  -  48  Long 

42  -  48  Extra  Long 

SHOP  DAILY  10-9 

BankAnneiicatd 
Master  Charge 
F.W.D.  Accounts 

Parking  at  our  door 
Expert  Alterations 


RAINIERI  SILK  SCREENING,  PRINTING 

Silk  screening  on  Texiiles.   Posters,  Electronic 
Panels,  Vinyl,  Plastic  and  Metal. 
•  Clubs  •  Fralernities  •  Conventions      ^b 
Mt.  Rose  Rd.,  Hopewell     466-0530   ^ 


2542  BRUNSWICK  PIKE   (US    ROUTE  1 

LAKE  LAWRENCE  PLAZA 

TRENTON,  N.  J.  08638  TEL     (6091 


\vus  Of  Thv 
CHIRCHES 


KIVEPAKTICIPATK 
In  Music  Conference.  Five 
choristers  from  the  Trimly 
Choir  of  Men.  Boys  and  Girls 
have  been  chosen  to  be  a 
demonstration  group  for  a 
music  conference  being  held 
this  week  at  the  Episcopal 
I  LITHERANSPLANR.\LLY  Kanuga  Conference  Center 
=  .Al  Universilv  Chapel.  Dr  nearHendersonville  N_C 
>  Oswald  Hoffmann,  Inter-  The  choristers  who  flew  to 
•  national  Lutheran  Hour  the  conference  Saturday  in- 
«  speaker  will  deliver  the  main '^'"■'"^  David  Lifland. 
5  address  at  a  special  Lutheran  Eberhard  Froehlich  David 
£  Hour  Rally  at  the  Princeton  Litton  Heather  Hel^s  and 
>-.  University  Chapel  on  Sunday  Ai|;y  ^ord  The  conference 
•_....•'         r  .  ..•"    will   concentrate   on   various 

in  church  with 
nph 
o  pastor,  professor,  theologian,  'r^^'"'"^  of  tr 
Sf^lm  ni-oHiirfion  advisor  children  and  young  people  A 
S  I.i^„,„P^f  ^:.„^«  rfinarl  feature  of  the  conference  will 
•^  m?nt  of  DuBlic  relaSs'  be  a  performance  of  "The  Red 
a  author.  fecturer.  world  Sea,"  an  opera  for  church 
«i  traveler,  and  International  per  ormance  by  Malcolm 
S  Lutheran  Hour  speaker,  since  Williamson  and  the  world 
o  jgjg  premiere  of  the  same  com- 

°      A  200-voice  mass  choir  from  f^'i^'y^^^?}!?!^ . 
c  area     Lutheran    churchi 
5  under  the  direction  of  M 
>-  Joan    Forde.    instructor 


voice  at    Westminster  Choir 
College  in  Princeton,  New  ' 
Jersey 


HONORED  FOR  YEARS  OF  SERVICE:  Educational  Testing  Service  honored  14 

^_ „„  staff  members  who  completed  30,  25  and  20  years  of  sen/Ice  at  the  annual  Service 

Lition"  organist  and  Recognition  Dinner.   From   left,  front  row:   John  R.   Valley,   Joan  F.   Brannick, 

director  of  music  at  Trinity  William  W.  Turnbull,  Frederic  M.  Lord,  Evelyn  H.  Ellerbe  and  Louis  M.  Kozma. 

Church,  will  be  the  musical  From  left,  back  row:  Harry  C.  Mernagh,  H.  Ivan  Strickler,  Camllle  V.  Nini,  An- 

ctor       Other      faculty  toinette  M.  Orsi,  William  H.  Angoff  and  Paul  B.  Diederich.  Not  present  were  Rose 

'       "■    Marchione  and  Mirian  Bryan. 


nbers 


elude 


South. 


and    clergymen 
js  parts  of  the 


Messiah  Lutheran  Church  of  J.™ 

Princeton,  Mrs.  Mary  Lou 

Stevens,  director  of  music  at 

Redeemer  Lutheran  Church  of      ECUMENICAL  MEETING         Dutch    Neck    Presbytei 

Westfield.  will  be  the  organist      ^^   ^^„|„3s   Inslitule.   The  Church  will  hold  Vacal 


Hill    Lutheran    Church    of    Franklin   Park;    and   Rose   analysis,  economic  analysis. 
Griggstown  on  Tuesday  at    Marchione  of  Belle  Mead.  opinion  research  and  survey 

7:30p.m.  Twenty-year   anniversaries   development. 


Reverend  Allen  A,   Gartner,  variety  -  .. - 

Pastor  of  Messiah  Lutheran  adjusting  the  name  of  the 
Church.  Princeton,  who  will  commission  and  actmg^on  a 
liturgist 


presiding 
lively 
Serving 


stcr 


spec- 


Lvriiiiiiiiiv^  ij  churches        of        diffe 

Berees^'r/  '^Jr"""chai'rman  denominations  will  be  one  on 
Werner  Hartl.b^easurer;  Mrs!  ^e  Bicentermial  by  Father 
Illene  Peper.  facilities:  Mrs  Charles  BWeiser  director  of 
Victoria  Pehta;  John  Kovac.  Aqumas  Institute.  Bishop 
president  of  the  M 
District  of  the  LLL 
Alan  Gartner,  pastoral  ad- 
visor; and  Arnold  Pehta, 
and 


lebrated  by  Joan  F, 

Brannick     and     Harry     C.  NEW  FILM  AVAILABLE 

Mernagh      of      Princeton.  From  New  Jersey  Bell.  A  12- 

I    Bible  Week  June  23-27,  9:30   Camille  V,  Nini  of  Skillman,  minute  color  film,  "The  Hello 

til  noon  Stories  games  fun    H,    Ivan    Strickler   of  Plain-  Machine",  which  provides  a 

John   R,    Valley    of  view  of  the  construction  and 

and   Miriam   M,  installation     of     the     Bell 

Atlanta,  Georgia,  System's      most       modern 

_     ty-two  staff  members  telephone  switching  system,  is 

tact  the    who    have    been    with    the  now    available    for    public 

resolution  involving  Ca-tholic-   church    office    or    Debbie    organization  for  periods  of  10  showing  from  the  New  Jersey 

Jewish  relations                        Gervasis,  586-4065  Each  child    and  15  years  were  honored  at  Bell  Telephone  Company, 

ZongTe  reports  given  by    should  bring  a  can  of  juice  or  a    luncheons   at   ETS   and   in  Schools,  youth  groups  and 
ministers  and  pastors  of  area    boxofcookies  thefirstday,          Berkeley,  California  in  April 


.„,    ^.i    .,...,,,    .».  ..^.p......B      -  Ecumenical  Bible  week  June  23-27,  9:30  camiiie  v, 

clergy  in  the  service  will  be  until  noon  Stories,  games,  fun  H     Ivan    S 

Uie  Reverend  Walter  LZeile,  ^_  things  to  do  and  to  make  are  sboro.    Joh 

dL'wcT     LCMS     a'nd'The'  Aqmnas'lnstituie  tS  Uke  up  a  Planned,  The  Vacation  Bible  Pennington 

S:;'''h   .link  ""Ir;  variety  of  matters,  including  week  is  open  to  all  commuraty  Bryan  of  Atl 


children. 


Business  in  Princeton 


organizations    which 

would  hke  to  borrow  the  film 

RECORD  INCOME  IN  1975      may  do  so.  without  charge,  by 

For  Mathematica.    contacting   their   N.J.   Bell 

Mathematica  of  Princeton    business  office. 

Junction  expects  revenues  for 


id  Atlanta  G«'""8e  W,  Ahr  will  give  the  Reprint  Editor,  and  has  most  he  year  ended  June  30  1975  The  coi 
L  Pastor  opening  prayer  and  speak  to  recently  served  as  Executive  '»  increase  to  $14,800  000  fle^™"; 
.tnrri    ad    Ihe  commission  members  Assistant  to  the  Director  compared  to  $11800,000  in    »'''''''=,_, 


of 


'  LLL  board  of 


The 


'ill    have   increased  respon- 


he    sbilitrfor  the  administration  to  be  approximately  the  same    background  tor  film   1  he  tSS, 
rk    o*th/Boll'ngen"ri"she  -_ ^the^Figure  for  >st  _year,    designed   to   Produce   better 


TWO  TO  NEPAL 

With    United    Mission 

•  tev        and      Mrs.      K.      •  «■«  ui     tut-    ouiniiKcn    JCiiea.    oiitr    —     —       -t.-         ,      „„  "  c^^t^,. 

Johnson,    72   Henrv  Avenue,  will  continue  to  serve  as  house  «82,000.  equal  to  83  cents  per    [f  fter 

will  leave  m  July  for  a  year  of  editor  of  the  authoritative  share,   according   to  Tibor    telephone 

„,  v,u„.,  ..   ........    ,,„  volunteer    service    in    the  edition  of  Thoreaus  writings  ^ahian. president 

Chattanooga  Boys  Choir  under  ^nited  Mission  in  Nepal  Dr.  and  of  the  forthcoming 


complex  wiring  and  miniature 


the    direction    of    Stephe 


Johnsi 


/ill  be  assigned  as    English  translation  of  the 


ushered  in 

nications 

hen  it  was  first  introduced 

While  in  1974  Mathematica   ten  years  ago  in  Succasunna 


at  Trinity  Church, 


o;^:::^^-^^';^  pasu,ra,  counseh.  t^he  I85    works  of  Kietl^egaard,  "      ■-   Xrox^^tTT'cInU  1  wSl^ut  l^l^ati™.  ^^^ng'™ 

for  ifiemormng  service  at  10  ™l!.r?.'"tLl™T  il,^?ri!^    „_^   graduate  of,  Dougla_ss  IK  reTulthig  fromThe  sail  the   music    and  tlre\i!ual 

interest  in  a  European  presentations  to  capture  the 

company,  in  1975  tempo  of  construction, 

■  1954  '  Mathematica    expects   a   7 

Mrs    Johnson,  an  Elder  in  ETS  HONORS  14  cents  per  share  non-recurring 

he    Nassau    Presbyterian        For    20    Years'    or   More  'oss.  resulting  from  the  sale  of 

interest  in  this  Bicentennial  S.'^"uf!'j 
season.  Following  the 


tries  working   in   a   united    College.  Ms,  Orr  lives  at  294 
Now  in  its  21st  vear    the  ""'ssion  approach  in  a  land    North  Harrison, 
choir   is   making  i^  annual  ^."llL  ?o'S"'"'  '°  missionaries 
national  concert  tour  with  ai 
Itinerary  geared  to  visiting  ; 
number  of  places  of  special 


>.     _ Fourteen      staff  certain    investments     Net 

ork    The  members  who  have  been  with  income  for  the  current  year  is 

al  Trinilv  (hp  lv>v«  u,.,ll  „i«ii  session  oi  uie  i>iassau  Church  Educational   Testing  Service  expected  to  be  $532,000  equal 

niaees  of  hiUoriTil  inierest  in  has    recently    contributed  for  30,  25  and  20  years  were  '"  ^6  cents  per  share,  com- 

Pnnclton    anTgive  a  coii    »'•«»  toward  the  Johnsons'  honored  by  the  organization  at  pared  with  $634,000.  or  91  cents 

cert  on  Sunday  night  at  8  at    '-veling  expenses.  its_annual  Service  Recognition  P^.f^^^'r'^  ^J'/^^^^,  ,  ,j^„,, 
Westminster  ChoirCollege. 

Recognized  as  one  of  the      ^.^^     i;,-"! " "•»"."    o. ,::.":„"-"..."' ■o.--^^"':"'^''  "'.  nnarter  emphasizing  a  lower 


BULLETINS  Honored  for  30  years  of  'n  revei 

Prince     of     Peace  service   with  ETS  and    its  Quarter 

iiatoli 'the^O-voVceBroun  has  Lutheran  Church  will  hold  this  founding   organizations  were  nia^r' 
sX  in  catheS  fhurch^^uji'iay's  ^  W        Turnbull    and 


sacred  concert  at  the  Bunker 


Louis  M.  Kozma 


William  W  Turnbull  ^"^  ^  \\aT6  view  of  certain 
coUeges.  and  for  community  Nest  Park  in  Grovers  MUl  at  president  of  ETS  o,  Prin:  Europea^  and  domestic 
events  throiiphoiii  the  Iiniieri  "  ^  church  picnic  complete  ceton;  Antoinette  M.  Orsi  of  receivables  wnicn  me  com 
sLtiandCarada  DurhSthe  with  softball  and  games  for  all  Princeton;  and  Frederic  M,  Pany  Prfenlly  believes  may 
states  ana  Canada  jjuring  tne  ,.,,|.        "  I/,rd  of  Kendall  Park  be  uncollectable   In  addition, 

service  at  Trinity  Church,  he  ageswuiioiiow  Loraoi  neriaaiifark,  a  email  snhsidiarv  which  now 

choir   will    sing    works   by  Celebrating   25   year  an-  a  small  suDsiaiary.  wnicn  now 

Ronald     Nelson      I  ennard      *   ""ale  quartet  from  the    niversaries  were  William  H.    pas    been    reorgamzea     pcr- 
Beri^tein    Mictoel   Hevdn      Lutheran  Bretheren  Seminary    Angoff,  Paul  B.  Diedrich  and  formed  poorly  during  the  past 

J.S.   Bach  and  Orlando  di  ?!£!!;^i;fZ?l',"  *''.lPT.!."'.!    ^™1'^  .":...'?"?.'"'*„  "L''"";  ^''^''  

Dr.  Fabian  said  that  the 
company's  financial  position 
remains  strong,  with 
stockholders'  equity  at  year 
end  expected  to  amount  to 
$3,850,000,  or  $5,50  per  share, 
compared  to  $3,450,000,  or 
$4,94  per  share  in  1974, 

Mathematica  is  a  consulting 
and  research  firm  active  in 
operations   research,  system 


HOPPING  IN  A  SACK  RACE:  These  children  were  part  of  an  estimated  1,500 
celebrating  the  125th  anniversary  of  St.  Paul's  Church  Sunday  with  an  old 
fashioned  picnic  and  games  on  the  grounds  of  St.  Joseph's  Seminary. 

(Benjamin  Reeve  Photo) 


The  most  comprehensive  and  unusual  show  of 
"His-and-Hers" 

AMERICAN  INDIAN  JEWELRY 

including 
Sterling  Silver  w/Coral  and  Turquoise 
Liquid  Silver  w/Coral  and  Turquoise 
Liquid  Silver  and  Mother  of  Pearl  Fetishes 
Heishi  Beads  (all  colors  and  varieties) 
Coral  and  Turquoise  Necklaces 

and  many  other  handcrafted  pieces 
of  jewelry  too  numerous  to  mention! 

Discounts  continuing  throughout  the  Gallery 


Show  of  Michael  and  Louis  Zansky 
continuing  through  July  2nd 


R  Harris  Block-  A. SID. 
A  vailable  for  Consullalior} 


FRAMING  DEPT. 

32  Mam  Street 
Kingston,  N  J  08528 


Gallery  Hours: 

Tues  -  Sal  11-5 

On  Sunday  1  -  5 

(Excepi  during 

July  &  Aug ) 


FRAMING  HOURS 

Tuesday  -  Sal  1-4 
(6091924-8393 


84  LUMBER  CO. 


Warehouse/Showroom 

Route  31  Pennington 

Phone  737-9084 
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INVESTMENT  PROPERTY 

Vacation  retreat  on  63,5  wooded  acres  in  moun- 
tainous northwest  Jersey  (Sussex  County),  yet 
only  1  '/2  hours  from  Princeton.  The  property  of- 
fers; 

•  Secluded  stone  contemporary  house  with  large 
rooms,  beams,  cathedral  ceiling,  pine  paneling,  4 
bedrooms  •  Farmland  assessment  •  1 ,000  Christ- 
mas trees  •  600-foot  road  frontage  •  Develop- 
ment possibilities  •  Year  round  use  •  Trails  and 
streams. 

$55,000  (or  home  plus  $1,900  an  acre  with 
financing  available. 

CALL  (609)  924-2348 


$2  (Kl  tor  2U  words,  per  in- 
serlliin  5c  fur  eaih  additional 
word.  Box  number  ads  .SOc 
extra.  Payment  of  ad  wiltiin 
six  days  after  publication 
saves  50c  billingcharge. 

Cancellations  musi  he  made 
by  5  p  m.  Monday,  reorders  by 
.'i  p  m  Tuesday.  Ifie  weelt  of 
pul>lication. 

Ads  may  be  called  in.  924- 
22(«i.  mailed  lo  P  ()  Box  664, 
Princeton,  or  brought  lo  the 
Town  Topics  olfice.  4  Mercer 
Street 


Steve's  Painting  Co. 

EXTERIOR  INTERIOR  PAINTING 
SPRAYING  AND  ODD  JOBS 

FREE  Eslimales 

16091  392-6892  low  prices 
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•  Complete  Landscape  Package  -  Design  anid 
planting,  Including  residential,  commercial 
and  light  industrial. 

•  "Resort  At  Home"  Patios  -  A  complete  line 
of  predesigned  landscaped  patio  concepts. 

•  Professional  Lawn  Care  Program  -  Tailored 
to  cure  your  specific  lawn  problems. 


SUk 


[doerler    landscapes  jg 


buiH  into  a  hillside  sloping  down  to  Lbkc 
Carnegie   was  planned  to  take  full  advantage  of  ils  delighi'ul 

setting  The  entrance  hail  (with  buili  in  pianier)  has  a  lake 
view  as  do  ihe  atifaclive  iivmg  room  (with  Itrepiace  and  ther 
mopane  picture  wtndow)  and  Ihe  dining  room  (with  French 
doors  to  Ihe  terrace  )  Fine  working  kitchen  with  eatmg  area, 
three  PedroofTis.  cedar  paneled  den,  and  2  baths  are  all  on  the 
top  level  The  garden  level  below  opens  on  the  paiio  and  line 
Sylvan  pool,  enclosed  by  a  rose-covered  fence  On  ihis  floor 
are  a  14  X  34  (')  family  room  with  fireplace,  sauna,  darkroom, 
laundry,  pool  filter  and  heater,  and  spacious  storage  areas  with 
buili-in  cabinets  Aiop  il  all  is  a  walk-up  storage  aiiic  The 
lovely  grounds,  ihanks  to  old  trees  and  fine  professional  lan- 
dscaping, provide  summer  privacy  and  year  round  pleasure 
And  what  a  list  of  extras  snow  blower,  rolary  lawnmower, 
firewood,  water  softener,  fireplace  screens,  some  wali-io-wali 
carpeting  AND  an  aluminum  rowboafi     Reduced  to  $129,500 


IT  WAS  LIVING  IN  STYLE 

for  great  grand  dad  ■  and  it's  still  comtonable  living  today'  This 
stately  Victorian  on  Pennington's  Mam  Street  has  recently 
been  r elurbished,  with  new  roof,  modernized  kitchen  on  the  fir- 
st floor,  and  is  generally  in  excellent  condition  throughout 

Currently  it  is  set  up  as  three  very  spacious  apartments  Living 
room,  sitting  room,  bedroom,  bath  and  kitchen  on  the  first  floor 
Living  room,  three  bedrooms,  kitchen  and  bath  on  the  second, 
and  living  room,  kitchen,  iwo  bedrooms  and  bath  on  the  third 
All  are  large  rooms--light,  bright  and  liveable 

This  IS  a  property  lor  a  small  family  who  could  live  in  one  apart- 
ment and  rent  the  others  to  help  cover  carrying  charges  -  or  tor 
the  large  family  desiring  a  gracious,  spacious  older  home  - 
with  all  the  amenities  of  today* 

The  two  towering  purple  beech  trees  on  either  side  of  the  en- 
trance walk  add  yet  another  note  of  distinction  to  a  property 
lairly  priced  at  just  $88,500. 


LOOKS  CAN  BE  DECEIVING 

This  newly  listed  brick  and  frame  iwo-siory  m  a  pieasani 
Edgerstoune  area  looks  from  the  outside  like  an  appealing 
small  house,  but  the  inside  opens  up  to  provide  ample  living 
space  'or  a  large,  multi-aged  family  On  the  first  floor  are  en- 
trance hall,  pretty  living  room  with  fireplace  and  sliding  glass 
doors  opening  to  the  wooded  grounds,  dining  room  with  bay 
window,  cheery  kitchen  with  eating  space,  3  good  bedrooms 
and  2  baths  The  second  floor  consists  of  two  spacious  rooms, 
big  enough  for  "dormiiones "  but  with  the  cozy,  eavesy  appeal 
of  attic  hideaways, many  built-in  shelves  and  cabinets,  and  lull 
bath  Mosi  oi  the  basement  area  has  been  handsomely 
finished  mio  a  fine  big,  iighi  family  room  and  a  good  study 
(usable  as  a  6th  bedroom)  and  a  half  bath  with  plumbing  for 
shower  In  addition,  there  is  a  "game  room"  big  enough  for  a 
ping-pong  table  and  a  utility-work  room  The  house  is  solid, 
well-built,  in  good  condition,  and  attractive  Combine  those 
assets  with  all  that  space  and  an  eKceiient  location  and  we 
think  you'll  agree  that  this  house  is  unusually  fairly  priced  ai 

$115,000 


LIGHT 


&i    m^^iiM^^^^ih^l^ls'i^^si^^  iL3 


ATTRACTIVE  OLDER  COLONIAL  near  Battlefield  Solidly 
built  some  thirty  years  ago,  il  boasts  such  goodies  as  nice  ar- 
chiieclural  details,  plasler  walls,  well  kept  hardwood  lloors,  and 
a  slaie  roof  The  front  lo  back  living  room  is  nicely  propor- 
tioned, dmmg  room  pleasant,  kitchen  and  powder  room  Up- 
stairs there  are  three  bedrooms,  tiled  bath  and  study  with 
bookshelves  Walk  up  aiiic,  lull  basement,  and  a  separate  2  car 
garage  Extras  include  a  lerrace  shaded  by  mature  trees  ex- 
cellent established  landscaping,  and  a  loi  Ihat  backs  up  lo 
(orever  open  space  of  the  expanded  Battlelield  Park  Offered 
for  June  occupancy  at  jusi  $79,500 


Realtors   247  Nassau  St.   609-924-3822 
Karl  and  Pal  Light,  Brokers 


OUR  COOPERATIVE  LISTING  SERVICE  AND  OUR  EX- 
PERIENCED STAFF  OFFER  ALL  AREA  PROPERTIES  AND 
UNDERSTANDING.  INDIVIDUALIZED  ATTENTION! 


Constance  Brauer 
Marcy  Crimmins 
Cornelia  Dielfienn 
Marge  Dwyer 


Toby  Goodyear  Janet  Matteson 

Charlie  Grealhouse  Tania  Armour  Mldney 

Selden  llllcli  Stuart  Minton 

Catherine  Johnson  Anne  Poole 


THREE  EXCITING  THINGS 

make  this  listing  well  worth  considenng  -  or  recons(Cler(n,ji  Fu- 
st the  lovely,  lovely  no-maintenance  land  -  two  and  a  halt 
wooded  acres  in  the  rural  northwestern  section  ol  Pnnceton 
Township  Second.  Ihe  sturdy,  all  Bnck  constnjclion,  and  un- 
believably large  rooms  ol  the  house  ilsell  Huge  living  ioorT> 
with  tireplace.  separate  dining  room,  cozy  panelled  study  3 
lamiiy  sized  bedrooms,  two  and  a  halt  baths  -  and  a  tine, 
spacious  kitchen 

And  last  but  not  at  all  least  -  Itie  very  recent  tedvKiion  .n  pnce 
to  a  most  appealing  W1 ,500. 

(Possibly  also  lot  rem  at  $S00  a  month  \ 


THE  SPACE  BELOW  IS  RESERVED  FOR  YOU 

Have  something  youwant  to  advertise?  Whietlier  its  a  garage  sale,  a 
stereo  set  or  a  second-hand  dog  house,  the  easiest  and  surest  way  to  ob- 
tain results  is  through  a  TOWN  TOPICS  classified  ad.  Just  jot  down  your 
message  in  the  space  below  and  mall  toP.O.  Box  SM.  Prini-otnn 
TOWN  TOPICS'  low,  one-rate  charge  per  Insertion  is  $2  for  20  words,  5 
cents  for  each  additional  word.  Why  not  enclose  payment  for  your  ad  and 
save  yourself  a  50  cents  billing  charge,  made  six  days  after  publication. 


Number  of  times  ad  to  run  (Circle  one): 


tf 


When  you  say  custom  built  we  can  prove  it  to  you 
by  showing  comparitive  construction  in  the  area. 
But,  of  course,  you  be  the  judge  when  you  see  this 
1 ,900  sq.  ft.  ranch  with  3  bedrooms,  formal  dining 
room,  living  room  with  fireplace,  eat-in  l<itchen, 
den,  screened  porch,  2  car  garage,  full  heated 
basement  (partly  finished  with  second  fireplace), 
all  hardwood  floors  throughout.  On  a  nicely  lan- 
dscaped lot  in  quiet  neighborhood. 

Asltlng  $68,900 

LAND  LOTS  OF  LAND 
(Hopewell  Township) 

12  acres,  partially  wooded       $3,750  per  acre 
60  acres,  high  and  clear  $3,750  per  acre 

16  acres,  running  brook  $3,750  per  acre 


2  acre  wooded  lot  overiooking  rock  brook.  Owner 
has  house  plans  Asl(ing  $1 7,000 


Mrs.  Caruso 

j'»s  custom  tailoring 
&  alterations 

Gents'  alterations  only 

itom  dry-cleaning 
i  Nassau  (rear)        9244)225 


Kitcheni  S  Baths 
Carpeting  &  Floorir 
Poneling-Appliano 


NASSAU  SmEET 
STORAGE 


Long  Term  Auto  Storage 
Call  921-641.2 


N.  C.  JEFFERSON 

PLUMBING— iJ.JiTING 
CONTRACTOR 


Township  TV 

Sei^ice 

2430  Princeton   Pite 

8837334      gS 


BUCKS  COUNTY 
SUMMER  RENTAL 

COTTAGE  in  the  woods, 

"ngside  a  fresh  water 

stream    Furnished  and 

mplelely      equipped. 

'ing   room,   kitchen,   2 

bedrooms,   bath,   large 

veranda       References 

required 

JOHN  ROOT,  INC. 

L  Realtors 

Tijmberville,  Pa.  18933 
215-297-8171 


BUSINESS  SPACE  FOR  RENT 

3800  sq.  ft  separate  ottice  suites     and  large  open  area  Suitable  for 

SHOWROOMS,  ART  GALLERY.  MEETING  PLACE 
ENGINEERS,  ARCHITECTS. 

$950  per  month,  all  utilities  and  Janitorial  services  included 

Also  willing  to  sub-divide.  Off  street  parking 

Single  Office  Suites  -  from  $85  to  $1 00 

20  NASSAU  PROFESSIONAL  BUILDINGS 

452-2652 


it -lEl    CHARLES  H.  DRAINE  CO. 

June  19, 1975 


kp 


NORTH  CAPE  CUSTOM  4  Bedrooms 

by  Acofii  Stnictures  2  full  baths 

Come  see  this  model  going  up  at  25  Scoff  Lane 
2,200    sq.    ft.    livini!    space,    full    foundation 
fireplace,  three  decks  and  many  other... 
S61,202  finished 
Land  and  Site  Work  Excluded 

MT.  AIRY  MANOR.  INC. 

Builders 

R.D.  1  Lambeitville.  N.J.  08530 

Tel:  924^39 
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APARTMENT  wanted 

LAWRENCE  TOWNSHIP 

This  custom  built  stone  ranch  on  a  charming  country  lane  only  three 
miles  from  Palmer  Square,  could  be  perfect  if  you're  a  small  family  or 
couple  whose  children  have  flown  the  nest.  The  floor  plan  includes  a 
large  living  room  with  fireplace,  a  formal  dining  room,  a  well-planned  kit- 
chen, 2  large  bedrooms  each  with  its  own  bath,  and  a  ialousied  Florida 
room  Extras  include  the  large  terrace,  oversized  garage,  central  air- 
conditioning,  plaster  walls  and  hardwood  floors  throughout  A  real  gem  if 
you're  looking  for  the  ease  and  convenience  of  one  floor  living  The 
owners  are  asking  $89,000. 

PRINCETON:  Toss  away  your  car  keys  and  walk  everywhere  from  this 
very  conveniently  located  house  only  one  block  from  Nassau  Street  An 
unusual  find,  it  is  a  2  story  frame  home  built  about  1850  It  has  six  rooms 
that  reflect  the  character  of  the  19th  C.  with  its  3  fireplaces,  hand-blown 
glass  in  many  of  the  windows,  single  make  dowel  doors,  and  plank 
floors  $56,000. 

WEST  WINDSOR:  Walk  to  the  High  School  from  this  well  located  ranch 
with  three  bedrooms  and  1  Vi  baths.  The  recent  addition  of  a  family  room 
and  a  new  super  kitchen,  makes  this  house  a  particularly  good  buy  at 

$47,500 

ROCKY  HILL  BOROUGH:  On  the  main  street  in  the  popular  Rocky  Hill 
area,  is  an  older  1  V?  story  home  on  a  large  lot  It  includes  a  living  room, 
dining  room,  kitchen,  2  bedrooms  and  a  bath  on  the  first  floor.  Ad- 
ditionally, there  are  three  bedrooms  and  a  bath  on  the  second  floor.  The 
owners  are  asking  $67,700. 

PRINCETON:  An  older  in-town  house  with  a  tiny  garden  needs  the  at- 
tention of  a  do-it-yourselfer,  for  the  finishing  touches.  It  includes  a 
glassed  in  porch,  living  room,  dining  room  and  kitchen  on  the  first  floor 
Upstairs,  are  S'/j  bedrooms  and  a  bath.  There  is  a  full  basement  and  a 
back  porch.  A  good  buy  at  $26,900. 

PRINCETON:  A  sparkling  pool  with  adjoining  redwood  deck  will  provide 
your  family  with  summer  fun  and  relaxation.  This  3  bedroom,  1  Vj  bath 
house  is  in  excellent  condition  and  offers  an  enormous  family  room  as 
well  as  a  living  room  and  kitchen  with  dining  area  Extremely  well  located 
and  convenient  for  all  the  family,  this  house  provides  an  easy  lifestyle  at 
the  very  realistic  price  of  $69,500 

609   924-4350  ALWAYS! 

Hilda  Jennings 

Rachel  Thompson  166  Nassau  Street 

Cathy  Johnson 

Gale  Critchloiw  Princeton,  N.J. 

Nancy  Mittnacht 

Charles  J.  Dralne  Open  Weekends 


You'll  like  our  isoim  service 
lor  what  you  D0N7  get.  like... 


Mildew...  Mold...        Insects...    Bad  Odors. 


Pfoieciing  youf  ihmgs  from  nicks,  denis  and  ; 
part  of  our  job  We  ihmk  iis  jusi  as  imponani  that  we  keep  you' 
belongings  spotlessly  fresh  and  dean  So  we  ireai  our  vans 
and  ihe  pads  we  use  wirh  ihe  famous  SANITIZED*  process  A 
unique  precaution  ihar  assures  the  freshness  of  everything  you 
own  For  a  really   clean  get-away"  on  moving  day,  call  us 


S' 


BOHREN'S 

Moving  and  Storage 

Princeton.  New  Jersey 
'"••  (609)  452-2200 

THCARE  [VCRVWHCRE 


Big,  brick  and  beautiful  ■  Ihis  well  designed,  well  buill  and  well 
maintained  home  on  a  guiet  Western  Street  oilers  every  con- 
venience lof  gracious  living  Hall,  living  room  with  tireplace, 
dining  room  opening  to  walled  terrace,  i<itchen,  panelled  (amity 
room  with  ruli  bath  and  outside  entrance,  lour  bedrooms.  2 
baths  Secluded  rear  yard  $106,000. 


JfELEN  (Jan  (leve 


Real  Estate  Broker 


Telephone  924-0284 


r.AlXERY  OF  HOMES 

ENJOYMENT  FOR  SALE  lor  all  seasons  and  for  all  members 
of  a  growing  family  in  our  Wesi  Windsor  Ranch  with  4 
bedfoonns,  2  baths,  2  covered  porches  and  a  family  room 
Commuter  convenience  included  Make  an  appointment 
through  our  W  Windsor  office  today  $54,900 

BIG  BEAUTIFUL  center  hall  Colonial  All  the  rooms  are  over- 
sized with  the  master  bedroom  suite  being  t9'e"  x  13'5"  plus 
dressing  room,  walk-in  closet  and  private  bath  4  oiher 
bedrooms,  plus  every  other  extra  you  might  want.  Call  West 
Windsor  Price  reduced  $74,900 

A  FrVE  BEDROOM  COLONIAL  with  a  contemporary  flair 
Ideally  located  and  beautifully  kept  is  awaiting  new  ownership 
Among  its  many  extras  are  air  conditioning,  fireplace,  wall-to- 
wall  carpeting  and  2-car  garage  Us  1  year  old  fenceo  m,  in- 
ground  poo!  and  deck  may  be  considered  a  bonus  to  this 
magnificent  home  in  West  Windsor  Township  Showings  can 
be  arranged  through  our  West  Windsor  office  $76,500 

FIRST  TIME  OFFERED  -  this  6  bedroom  Nassau  Colonial  stan- 
ds on  3  quiet  cul-de-sac,  walking  distance  to  schools,  shop- 
ping and  the  Princeton  Junction  station  A  very  special  home 
too  good  to  last  long  See  through  the  W  Windsor  office 

$67,900 
BRIDE'S  SPECIAL  -  4  bedrooms,  aluminum  siding,  central  air, 
eat-in  Kitchen,  finished  basement  with  bar  Iwlany  extras  in  a 
terrific  neighborhood  Call  our  West  Windsor  office 

Only  $39,500 

PRIME  LOCATION  •  IMMACULATE  CONDITION  •  One  Of 

East  Windsors  fmesi  4  bedroom,  2'/?  bath  Colonials  Includes 
full  basement.  2-car  garage,  central  air  plus  humidifier  Call 
Wesi  Windsor  for  a  look-see  $61 .900 

NOT  TO  BE  LOOKED  AT  through  your  car  windshield,  this  is  a 
home  to  be  looked  through  4  bedrooms,  2V2  baths,  large  rec 
room  Located  in  CRANBURY  Call  West  Windsor        $59,000 


4  OFFICES  TO  SERVE  YOU 


PMNCEJON 
1609;  924-0095 


PENNINGTON 
[609]  737-3301 


WEST  WINDSOR 
799-1100 
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VERNON  &  MAKEFIELD 

not  State  Road,  Princeton 

924^3180 


1 

e  Quarry 

K?k"" 

°e'a 

one  934 W   **'* 

"o'^-r 

'.ImJ. 

1 

"bdls?" 

Ji'k' 

7p 

ray,  inc   Phone  409 

rl'c^lion' 

'Ji 

Sept   16  S47samonlh 


HUNT  &  AUGUSTINE,  INC. 

Building  Lots 

One  to  Itiree  acre  wooded  building  lots 
overlool(ing  Bedens  Brool<  Golf  Course  All 
utilities  including  sewers.  Varied,  beautiful  set- 
tings. Ten  year  financing  available- 


Custom  Homes  -  Bedens  Brook 

Five  bedroom,  3'/2  bath  Colonial.  Family  room, 
spectacular  master  bedroom-sitting  room  with 
high  ceiling.  Spacious,  attractive  house  with  all 
amenities.  Priced  in  middle  150s. 

Country  house  with  two-story  family  room,  two  to 
four  bedrooms;  master  bedroom,  study  on  first 
floor.  Panoramic  view.  An  unusual  house  priced 
135,000  to  145,000,  deperiding  on  finished 
bedrooms. 

Office  Rentals 
Pennington  Professional  Center  -  a  different  and 
distinctive  type  of  office  space.  Estate  setting, 
quiet,  elegant  atmosphere  yet  only  one  block  from 
center  of  charming  village,  bank  and  post  office. 
Ample  parking,  single  offices  to  full  floors.  Close 
proximity  to  Route  1-95.  Princeton,  airports  and 
railroads. 

Custom  Building 

Builders  of  new  homes,  additions,  alterations  and 
kitchen  remodeling. 

Call  William  W.  Augustine 
924-901 2  or  924-2345 
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We  represent  these  companies: 
AETNA  INSURAIVCE 
AETNA  LIFE  &  CASUALTY 
BITUMINOUS  CASUALTY 
COIVIIVIERCIAL  UNION 
CONTINENTAL  INSURANCE 
FIREMAN'S  FUND -AMERICAN 
HOME  INSURANCE 
TRANSAMERICA  INSURANCE 

We  provide  Automobile,  Home  Owners,  Tenants 
and  Floater  coverage  with  these  companies. 

CHARLES  H.  DRAINE  CO. ' 


Tirestone  ^eal  'Estate 

173  NASSAU  STREET   •   PRINCETON,  NEW  JERSEY  08540 

Maryiou  Roche  609-924-2222 

OolfC::,.  REALTORS 

Betty  F.sh  qPEN  SEVEN  DAYS  A  WEEK 


Anna  Mae  Bach 
Johanna  Friedman 
Carol  Caskey 
Robin  Smith 


"Where  Professionalism  ami  Integnty  Go  Hand  in  Hand" 


On  Nelson  Ridge-  Near  Beden's  Brook  CQuntry  Club 

L  Just  a  few  minutes  from  downtown  Princeton  yet  hidden  away  in  a  private  cMintr^  settng  s  a 

i  fantastic  California  ranch  with  a  creativety  designed  floorplan  At  one  end  of  this  tovety  fwxne  s 

heated  indoor  swimming  pool  with  flagstone  patio  and  sauna,  while  at  the  other  is  a  debghtfii 

laster  suite  that  can  be  corxloned  off  for  either  long-term  guests,  or  an  in-law  arrangement. 

.     Both  the  huge  flagstone  tibrar\-stucty  and  the  family  room  nave  their  own  fireplace  whSe  the 

3  kitchen  and  living  room  have  a  view  of  the  pool  There  are  four  or  five  bedrooms  m  all  and  foir 

full  baths  When  winter  comes  this  year,  you  can  tave  it  or  leave  it  without  even  leavwig  yoir 

home  Why  settle  for  less''  S119.000 


^S 


HOUCHTON 

Real  Estate 


RESIDENTIAL 

WOODED  ACREAGE  ID 

25  Spectacular  Acres  l|l 

Just  outside  of  Hopewell  and  convenient  to  main  S 

arteries,  ttiis  high  and  densely  wooded  property  III 

offers  an  unobstructed  view  of  Pennsylvania,  The  III 

unusually  large  fully  matured  trees  lend  to  the  III 

seclusion  and  privacy  of  this  magnificent  piece  of  III 

property.  Don't  miss  this  new  listing.  Ready  to  sell  IB 

tor  $2,350  per  acre.  2 
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J  TTiis  exceptional  center  hall  colonial  offers  space  and  privacy  for  every  member  of  the  family  a 
well  as  fresh  air  and  lots  of  country  suishine  in  nearby  Montgomery  The  living  room  has  both 
bow  vflndow  and  a  pcture  window,  and  leads  to  a  dining  nxim  with  a  char  rail,  and  a  spacious   j 

h  kitchen  with  a  neat  separate  eating  area  Just  a  few  steps  away  is  a  rustc  panelled  family 
room  with  a  raised  hearth  and  built-in  cabinets  Upstairs,  are  five  comfortable  bedrooms  and 
two  full  baths  Outside,  in  the  garden  is  a  20x40  in-gr^ixid  pool,  a  big  plus  for  entertainrig 
Reduced  to  $82,500 


CO|.OR^TV^«™r,,.J,^.,J.00.,«., 

^^"Le 

't'iliJ. 

,'S' 

venings 

FOR    S 

'^cS  Jat 

H 

iiHsi 

"'f 

•ilfl 

'if-j^ 

'"j^^,::!^ 

IL' 

".""cfllK 

€t 

ZZX'S 

'»" 


JOHN  H.  HOUGHTON,  Broker 


MLS 


m 


Barbara  Ellis 
Woody  Sttiilman 
Bill  Flatierty 


■3      HOT    WATER    HEATER: 

B  Free  Parking  -  Palmer  Square  Park  &  Shop  lot  P    s?"""'.' 

kjll  tulember  Multiple  Listing  Service 
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Spacious  Montgomet-y  Rancher  Overlooking  the  Valley 
]  This  superbly  built  Williamsburg  ranch  has  an  excellent  ftownng  floor  plan  as  well  as  many  fine 
1  features  you  would  find  only  in  a  custom  home    center  hall  foyer  leading  to  a  suiken 
h  living  room,  elegant  step-up  dining  room  with  chair  rati,  convenient  modem  eat-in  kitchen. 


In  MLiii'.gi.unti  V  ;.ii.-v(.L-iiip  i'li  ■-■•■v  vVdy  W-  0'  lygstown 
.You'll  find  a  neat  hume  witn  o  suptrb  e-Lune  ln-epid^  m  thu  family  room,  beamed  ceiings. 
luxurious  wall  to  wall  carpeting,  four  comtortable  bedrooms,  and  need  we  say  nwre  "  ^ 

£63.500   I 


Wake  Up  To  Fresh  Air  and  Country  Sinshine 
TTiis  charming  bnck  Cape  Cod  in  West  Windsor  is  surrounded  by  a  magnificent  future  park  that 
will  offer  more  recreational  possibilities  than  you  can  imagine  Inside  the  ivy-covered  wate  s  a 
vrelcoming  foyer,  a  pleasant  living  rxmm.  dinmg  rwm  with  chair  rail,  a  spaaoie  modem  eei-«i  ri 
kitchen  with  neat  colonial  cabinets,  and  a  study  or  dovi/nstar^  bedroom  WIC^  a  fJ  bath,  CXi-  _ 
side,  on  the  1  4  acre  lot  are  numerxxs  fruit  trees  and  bushes,  fce  pear  trees,  apple  trees,  »■ 
cherry  trees  and  even  cultivated  raspberrtes.  a  ptmpkin  patch  arxJ  a  vegetabte  garden  Voir  t 
children  would  love  it  Great  schools  a  wonderful  park  and  plenty  of  fresh  ar.  coir«r\  jinshrie    C 


Here's  an  appealing  9  room  house  that  has,  in  addition  to  a  family  room 
and  4  bedrooms,  a  den  or  fifth  bedroom.  There's  also  a  hobby  room,  2'/2 
baths,  and  a  2-car  garage.  The  rear  yard  has  particularly  excellent  lan- 
dscaping which  frames  the  in-ground  Sylvan  pool  $67,900 

Wellington  Estates 

Many  nice  extras,  both  aesthetic  and  functional,  add  to  the  basic  quality 
of  this  two-year  old  Colonial  in  a  location  that's  both  quiet  and  close  to 
everything.  Some  of  the  more  general  items  are  the  8  rooms  (4 
bedrooms).  2'/?  baths,  fireplace,  central  air  conditioning,  full  basement, 
and  2-car  garage  $72,900 

Birchwood  Estates 

Situated  on  a  delightful  3/4-acre  wooded  lot.  this  handsome  Colonial  has 
much  to  offer:  center  hall,  living  room,  dining  room,  modern  eat-in  kit- 
chen, family  room  with  fireplace,  laundry,  and  powder  room  plus  4 
bedrooms.  2  baths,  basement,  central  air,  and  2-car  garage         $86,500 


A  Lasting  Investment  -  Duplex  in  downtown  location.  Live  in  one  half 
and  rent  the  other.  Walk  to  University,  shopping  and  churches.     $54,600 

Herrontown  -  Spacious  four  bedroom  colonial.  The  family  room  has 
fireplace  and  opens  to  a  rear  patio  and  backyard  which  adjoins  a  mini- 
park  $83,000 

Nassau  Street  -  Four  bedroom,  lovely  colonial  on  large  lot.  Good  in 
vestment  potential  -  presently  zoned  R-3.  Large  mature  trees  and  3  car 
garage  $148,500 

HOPEWELL  TOWNSHIP  -  Choice  two-plus  acre  building  lot  available  for 
immediate  construction  $25,900 

RENTAL  ■  WEST  WINDSOR  three  bedroom  split  level  In  a  finel  residen- 
tial neighborhood  $485  a  month 


HOUSE  FOR  SALE 

^c.v  maintenance  brick  ranch  house  on  over  half 
acre  landscaped  \cA  with  many  large  trees  en- 
ciosed  by  evergreen  hedges  Secluded  neigh- 
borhood in  West  Windsor  about  two  blocks  from 
-  arnegie  Lake  with  Princeton  phone  and  mail  ad- 
:'^5S  Living  room,  dining  area,  tiled  kitchen  and 
bdih,  three  bed  rooms  and  screened  redwood 
porch.  Anderson  Thermopane  windows  through 
out.  Basement  has  heated  game  room,  laundry  . 
hath,  storage  closets  and  two-car  garage  Newly 
decorated,  ready  to  move  in       Priced  at  S53,S00 

Call  609—452-2885  or  587-1472 


i 


DISTINCT  LOCATION  Attractive  borough  Cape 
Cod  Modern  kitchen,  formal  dining  room, 
fireplace  in  living  room.  4  bedrooms,  1  full  bath, 
recreation  room.  $49,500 

HOPEWELL  TOWNSHIP 

THINK  PRIVACY  country  setting  but  only  minutes 
to  everything.  Two  story  Gambrel  house  nestled  in 
the  Harbourton  Hills  Modern  kitchen,  formal 
dining  room,  attractive  family  room  with  fireplace, 
4  bedrooms,  2'/2  baths,  2  car  garage,  3  acres. 

$82,500 

THINK  QUALITY  and  get  it  in  this  rancher  situated 
on  one  acre  of  land  partly  wooded.  Ultra  modern 
kitchen,  formal  dining  room.  3  bedrooms,  3  full 
baths,  huge  family  room  with  fireplace,  S'/z  car 
garage,  central  air  with  electronic  air  filter 

$84,900 

EWING  TOWNSHIP 

THINK  CHARM  and  get  it  in  this  attractive  split 
level  Modern  kitchen,  formal  dining  room, 
fireplace  in  living  room,  family  room  4  bedrooms. 
2  full  baths,  one  car  garage  Central  air,  large  well 
landscaped  lot  $54,900 

THINK  ECONOMY  and  get  it  in  this  1'/!  story 
dwelling  Kitchen,  dining  room,  living  room,  5 
bedrooms,  den.  2  lull  baths,  closed  front  porch,  2 
car  garage  $35,900 

THINK  COMFORT  That's  what  this  2  story 
Colonial  has  to  offer  Modern  kitchen,  formal 
dining  room,  family  room.  3  bedrooms,  1  full  bath 
and2half  baths  1  car  garage  $49,900 

THINK  PRIDE  and  that's  what  you  would  have 
buying  this  immaculate  rancher  Center  hall, 
modern  kitchen,  dining  room,  large  living  room.  2 
generous  size  bedrooms.  1  full  tile  bath,  full 
basement,  excellent  lot  with  trees.  $34,900 

THINK  BIT  and  you  won't  be  disappointed  in  this  2 
story  Colonial  in  Mountainview  section  Modern 
kitchen,  with  breakfast  area,  fireplace  in  family 
room,  formal  dining  room.  4  bedrooms.  2Vi  baths. 
2  car  garage  with  large  tool  shed.  Central  air 

$79,000 

THINK  POSITIVE  and  call  us  about  this  im- 
maculate rancher.  Modern  kitchen,  formal  dining 
room,  three  bedrooms.  1  '/j  baths,  central  air.  ex- 
cellent landscaped  lot.  fenced-in  rear  yard 

$44,900 

BUY  LAND: 
THEY  DON'T  MAKE  IT  ANYMORE 

1  37  acres.  Hopewell  Twp  $25,000 

13  5  wooded  acres.  West  Amwell  Township,  ex- 
cellent road  frontage.  $3,000  per  acre 

'7  acres,  half  wooded  with  stream,   Hopewell 

Township  excellent  road  frontage. 

$3,000  per  acre 
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Van  Hise  Realty 


Realtors 


w 


Pennington,  N.J 
lel.  (609)  7J7-J615 
(609)  883  2110 


BelleMiIde 


CEDAR  SHAKE  COLONIAL  -  2  years  old  Large 
foyer  and  23  loot  living  room.  Eat-in  kitchen, 
family  room  has  fireplace  and  redwood  deck.  4 
bedrooms.  2'/;  baths,  central  air  conditioning, 
basement  Montgomery  Township  $74,900 

CHURCH,  CLUB  OR  PROFESSIONAL  SITE  16 

acres  Federal  City  Road  $28,500 

INCOME  COMPLEX  3  stores  and  modernized  3 
bedroom  home  in  center  of  West  Windsor  Income 
a  big  factor.  Entire  properly  can  be  commercial. 

$87,500 
COMMERCIAL  SPACE  West  Windsor  near  station 
1.600  Sq.  Ft.  at  $2.50/sq  ft  Heat  and  parking  in- 
cluded- 

Winifred  Bricklcy 

Licensed  Real  Estate  Brok 

14  Nassau  Street.  Rm.:i20 

924  7474 
Evenings:  924-0«M.  92J-7654 
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VACATION  TIME 
HEADING  NORTH?  Why 

not  go  to  Nova  Scotia 
and  own  your  own 
property.  There's  fishing, 
boating,  hunting,  just 
plain  relaxing  and  lots  of 
beautiful  country  to  see. 
We  have  2  parcels  for 
sale:  a  wooded  4V,  acre 
lot  on  a  beautiful  lake, 
the  other  is  a  7  to  8  acre 
parcel  with  several 
cabins  located  on  a  river 
at  its  entrance  to  St. 
Mary's  Bay 

Call  us,  466-2800 

MAY  AGENCY 


Rt.  518,  Blawenburg 
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COUNTRY  PROPERTIES 

Over  nine  acres  in  Princeton  Township,  the  property  is  elevated 
and  beautifully  wooded.  $75,000 

Nearby  Somerset  County,  eighty  acres  with  an  early  18th  Cen- 
tury farmhouse.  $225,000 

Farm  land,  now  being  re-zoned  as  residential.  Eighty-two  acres 
available  $300,000 

Seventy-two  acres  in  Hopewell  Township,  superb  investment 
opportunity 


KINGS  GRANT  REAL  ESTATE 

S.  Serge  Riizo,  Licensed  Broker 
New  Jersey  and  Pennsylvania 


Thora  Young 
K   Leigh  Overton 
K  Alexandra  Punnett 
K  Jane  Waters 
1>>  William  M.  Punnett 
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Janet  Monk 
Helen  Smith 
Marv  Lanahan 
John  .\.  Croll 
Yota  Switzgable 
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SAM  LISI  PAINT  &  WALLPAPER  STORE 

Glidden  and  Murphy  Paints  ', 

266  Witherspoon  St.    •    Free  Parking  i 

921-9340 i 


Adlerman^  Click  &  Co. 


est.  1927 


Realtors  —  Insurers 


924-0401 


15  Spring  Street,  Princeton,  N.J. 

Evenings    ond    Sondoys    924-1239 


586-1020 


Anita  Blanc 
Susan  Gerrfty 
Phyllis  Levin 
Dan  FaccinJ 
Ros  Gfeenberg 
Ann  Raftaelli 
Barbara  Plnkham 
Karen  Trenbath 
Frances  Lehrfeld 
Lois  Fee 


Hazel  Stix 
Nora  WJImot 
Suki  Lewin 
Dorothy  Kramer 
Esther  SchleHer 
Joan  Alpen 
Florence  Rosenberg 
JaneLamberty 
JaneSudhaus 
Mary  Lou  Beaulleu 
Michael  Ticltton 


Members:  PrincetoD  Real  Estate  Group.  Multiple  Listing  Service,  Global  Natl.  R.E.  Referral  Service 
Our  Competent  Staff  Can  Show  You  Any  And  Every  Home  In  The  Area  • 


SWIMMINGLY  YOURS  -  A  great  brg  house,  withoui  a  great  big 
price  And  beyond  ihis  picture  -  a  just  great  20'  x  40'  kidney 
shaped  heated  poo)  Located  m  the  Elm  Ridge  area  on  nearly 

:res  o(  nicely  landscaped  grounds,  ihls  beauty  has  it  all' 
Contained  in  a  story  and  a  hall,  there  are  5  bedrooms,  living 

with  fireplace,  separate  dining  room,  country  kitchen, 
lamily  room,  study,  game  room,  covered  porch,  3'/;  baths, 
basement,  centrally  air  conditioned  Only  7  years  {for  good 
luck)  old.  and  in  immaculate  condition  Try  it  -  you'll  like  it.  Just 
reduced  to  S108,S00 

REDUCED  $5,100.. .OWNER  MUST  GET  MOVING!  Custom- 
built  colonial  complete  lo  the  last  detail  ivlaintenance-lree 
brick,  Aluminum  siding   Prolessionally  landscaped  V-  acre   4 

oms.  2Vj  baihs,  2'/^  years  old  Carpeting  throughout. 
slate  loyer,  ullfa-modern  kitchen,  dramatic  raised-hearth 
tirepiace  in  spacious  family  room  or  $450  rental  $59,900 

IMMEDIATE   OCCUPANCY    -    This   4    Bedroom,   2'/?    bath 

Colonial  has  so  much  to  offer.  Living  room,  dining  room,  family 
room  with  F/P,  kitchen,  partially  linished  basement,  A/C.  2 
car  garage  on  a  lovely  lot  $64,500 

COMFORT  AND  CONVENIENCE  are  the  bywords  for  this 
spacious  4  BR  home  Two  large  BRs  &  2  full  baths  downstairs 
&  2  more  bedrooms  &  another  lull  bath  upstairs  Large  living 
room,  big  DR  &  den  with  brick  FP  Minutes  from  Princeton  & 
easy  commute  to  N  Brunswick  or  NY.  Close  to  the  N  Y  bus 
line  &  a  short  ride  to  Pr  Jet  Cenlrally  air-cond  $74,500 


NEW  HOME  -  Top  quality  area,  top  quality  builder  One  acre 
wooded  lot,  colonial,  4  bedrooms,  2'/?  baths,  eal-m-kiichen, 
panelled  and  beamed  family  room  with  fireolace  hvino  room 
and  separate  dinmg  room  TAKE  ADVANTAGE  OF  THE  $2000 
TAX  REBATE  THIS  QUALIFIESi  $75,900 


Colonials    -     Ranche 


Contemporaries    from    $70,000 


COME  AND  SEE  this  1 1  room  beauty  on  a  quiet,  wooded  cul- 
de-sac.  En)oy  the  new  addition  and  its  buili-in  brick,  bar- 
beque  summer  and  winter  Store  those  bikes  and  all  that  yard 
and  garden  equipment  in  the  garden  bouse  Do  your  work 
quietly  in  the  1st  floor  den  with  built-in  bookshelves  All  this 
plus  4  bedrooms,  2'/;  baths.  LR,  DR,  Kitchen,  w/eating  area. 
family  room  w/fjrepiace,  first  floor  utility  room,  basement,  2-car 
garage,  A/C  and  many  extras  make  Ihis  the  one  to  see  now  at 
A  price  ol  $69,900 


2  ACRE  WOODED  LOT  -  One  of  the  most  desirable  locations 
in  Princeton  -  can  be  built  upon  immediately  -  sewer  permit 
available  -  asking  $47,500 

PRINCETON  HUNT 

IN    THE    LOVELY    Grovers    Mills    area    ol    West    Windsor 

2  Spacious  Exciting  Models 

4    bedrooms,    2'/2    baths,    panelled    family    room,    separate 

dining  room,  full  basement,  2  car  garage 

ONLY  A  FEW  LEFT      FROM  $64,900 

80  percent-25  yr  Mortgage  Available  to  Qualified  Buyers 
Take  Rt  571  over  Princeton  Jet  Bridge,  make  first  left  Cran- 
bury  Rd  .  forapprox  1  mile  Left  on  Yeger  Rd  lo  models 

MODELS  OPEN  SATURDAYS  AND  SUNDAYS 

J2p00  TAX  CREDIT  AVAILABLE  , 

CENTER  OF  TOWN  and  very  convenient  to  schools-shopping 
Each  side  has  a  kitchen,  dining  room,  living  room,  sunroom,  3 
bedrooms  and  1  bath  5  car  garage,  full  basement  This  is  an 
attractive  home  lor  the  person  who  wants  lo  live  in  town. 

$75,500 
A  HOUSE  YOU'LL  ENJOY  LIVING  IN  -  Beautiful  new  kitchen 
with  eating  area,  large  dining  room,  4  bedrooms,  1 '/?  baths  and 
ihe  most  delightful  living  room  with  a  massive  stone  fireplace 
overlooking  a  large  well-kepi  lawn   Asking  $49,900 

THAT  RARE  SMALL  FARM  -  1 5  loamy  acres  with  combined 
frontage  of  1800  feet  on  2  roads  Fine  ranch  house  and  cement 
block  outbuildings  A  great  opportunity  for  the  farmer  or  in- 
vestor only  $79,500 
THE  HOUSE  WITH  EVERYTHING  -  Only  two  years  old,  trees  & 
a  brook,  central  air  conditioning  for  the  hot  summer  days,  a 
fireplace  for  the  cold  winter  evenings,  3  BR,  1-'/2  baths,  family 
room  Walking  distance  to  schools.  What  more  could  anyone 
want'  A  great  price,  too  -                                             $46,500 

PAINT  ISLAND  ESTATES  -  3  bedroom,  one  and  one  half  bath 
Ranch  on  approx  one  acre  Lovely  family  room.  2  car  garage 
Real  country  living  and  a  greai  buy  at  $39,900 

A  HOUSE  YOU  CAN  AFFORD  on  a  quiet  cul-de-sac  with 
sidewalks,  excellent  school  system,  (our  lovely  bedrooms.  2'/? 
balhs,  ea!-in  kitchen  and  only  ten  minutes  from  NYC  bus. 

$45,500 

RENTALS  -  Several  rentals  available  from  $270.  per  mo 

ON  ROUTE  130  IN  E.  WINDSOR  •  Prime  commercial  property 

wilh  good  building  and  excellent  frontage  -  for  stores. 
restaurant  or  offices  Call  for  details 

ROOMING  HOUSE  IN  PRINCETON  -  13  rooms  and  ten 
parking  spaces  Good  investment  $75,000 


LOVELY  LOT  in  Princeton 


ON  LAKE  CARNEGIE  -  We  just  listed  this  lovely  4  Bedroomer 
Both  living  room  and  tamily  room  have  a  lovely  view  of  the 
lake  Beauiltui  sloping  wooded  lot  $115,000 

DON'T  JUST  READ  —  The  proof  is  in  Ihe  viewing  of  this  large 
colonial  wilh  3,200  square  feet  of  living  space  Five  bedrooms, 
2'/?  baths,  A/C.  living  room,  dining"  room,  family  room  wilh 
fireplace,  full  basement,  spacious  yard  $76,900 

,  A  RANCH  HOUSE  IN  WEST  WINDSOR  -  3  bedrooms  1  /? 
baths,  living  room  w/  fireplace,  dining  room,  kitchen,  C/A  , 
garage  Convenient  to  schools  and  train  $52,000 

MOVE  IN  CONDITION  -  Don't  miss  this  immaculate  4 
bedroom,  2  bath  Cape  on  a  charming  country  lane  Extras  in- 
clude raised-hearth  fireplace,  stained  woodwork  throughout 
and  an  18'  above  ground  pool  on  a  3/4  acre  lol  Low  taxes' 
Newly  listed  at  '  $64,500 

A  GREAT  VALUE  IN  WEST  WINDSOR  -  4  bedroom  two  and  a 
half  Bath  Split  Level  Living  Room,  Dinmg  Room,  Kitchen,  huge 
Family  Room  with  stone  fireplace,  finished  Basement,  l  car 
Garage.  Patio,  lovely  large  lot  Close  to  schools,  tennis  courts, 
$53,500 


STOP  and  see  ihis  immaculate  4  bedroom.  2'/?  bath,  A/C 
home,  living  room  with  F/P,  family  room,  large  eat-in  kitchen 
LOOK  at  this  beautiful  landscaped  lot,  well  maintained  LISTEN 
to  this  unbelievable  price  $67,500 

DOUBLE  HOUSE  IN  PRINCETON  -  LR  DR  K  2  Bdrms  ,  1  balh 
on  each  side  Centrally  located  and  in  good  condition   $36,000 


i 

|( 

PLENTY  OF  TREES  and  greenery  to  soothe  the  weary  c 
muter  ai  Day's  end  Sit  outside  and  relax  in  Ihe  calm  of  a  i 
neighborhood  while  the  children  play  and  the  t' 
and  when  it  gets  cool,  go  inside  lo  the  4BR,  2";  bath  Coionia 
(or  dinner  in  the  separate  D  R  or  lo  read  in  the  L  R  or  family 
buy  3!  $54,900 
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SKILLMAN  FURNITURE 

■fr  Local  and  New  Jersey  State  Moving 
■it  Used  Furniture:  Chests,  dressers,  unfinished  bookcases  etc 
i,  SPECIAL  THIS  WEEK:  Complete  mahogany  dining  room 
set  and  French  Provincial  breakfront. 

Hours:  Monday  thru  Friday  8:30-5.  Sal  8:30-1  IBmU 

212  Mexanda  St.  Princeton  924-1881  ^ 
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PROFESSIONAL  PAINTING 
SAVES! 


€h 


Consult 


Experts  in  interior  and  exterior  painting 
and  paper  lianging. 


Princeton,  N.J. 
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Firestone  ^eal  Estate 

173  NASSAU  STREET  ■  PRINCETON,  NEW  JERSEY  08540 
609-924-2222 
REALTORS 
OPEN  SEVEN  DAYS  A  WEEK 

"Where  Professiormlism  and  Integrity  Go  Hand  in  Hand ' 


EXCEPTIONAL  VALUE 
in  the  Pnnceton  Western  Section 

Situateid  on  a  beautiful  hillside  now  in  bloom  in  Princeton's  Pankside  Dnve  secDon  is  a  lovely 
colonial  split  that  offers  you  one  of  the  best  values  in  a  moderately  priced  home  in  the  Pnn- 
ceton Western  section.  Inside,  is  a  living  room  with  raised  hearth  fireplace  suitable  for  en- 
tertaining on  an  grand  scale,  a  cheerful  dining  area,  and  a  delightful  eat-in  kitchen  with  pine 
cabinets  in  the  colonial  tradition  Just  a  few  steps  away  is  a  rustic  knotty  pme  family  room  and 
a  downstairs  powder  room  and  laundry  room    Upstairs,  are  three  cheerful  and  spacious 
bedrooms  and  one  and  a  half  baths  Tastefully  decorated  throughout  and  overlooking  natural    ' 
open  space  with  Stony  Brook  close  at  hand  for  a  peaceful  woodland  walk!  Need  we  say  more    I 
than  to  remind  you  of  the  three  most  important  factors  in  real  estate"  location,  locaDon,    [ 
location!  Can  you  afford  not  to  move  into  this  incomparable  setting  with  alt  of  the  wonderful  ad-    , 
vantages  of  living  in  Princeton  . 

$74,500    I 

-il-innn    nn'~''^f    r->i-ir-ir-<f->nnr->r-»f-i[-<n^'~'riri^^'"*" 


i^^     STEWARDSON-DOUGHERTY 

!{{*/  EumU  .AiMciltt,  Imctrfwmfd 
366  y(Muni  SirttI,  Vrinttun,  ^(rn  J<ruy  08349     m 


WESTERN  PRINCETON 

A  spot  of  Old  England  on  Battle  Road,  Ttiis  sturdy  brick  Tudor  witti  slate 
roof  and  interesting  iialf  timber  motif  is  very  reminiscent  of  the  old  coun- 
try. Flagstone  entry  and  center  hall  Cypress  panelled  living  room  and 
dining  rooms,  small  study,  sunporch.  kitchen.  Five  bedrooms,  three 
baths,  plus  finished  room  and  storage  on  third.  Two  car  garage,  new  fur- 
nace. Lovely  half  acre  with  mature  plantings,  $1 38,500. 


A  COUNTRY  PLACE 

This  attractive  nineteenth  century  farmhouse  has  been  carefully  restored 
and  is  now  In  excellent  condition  Entry  hall,  spacious  living  room  and 
dining  rooms,  music  room,  study  and  country  kitchen  on  first  floor  Four 
double  bedrooms,  two  single  bedrooms,  one  and  one  half  baths  on 
second.  High  ceilings,  wide  pine  floors,  new  roof.  Rentable  guest  cot- 
tage, two  car  garage,  barn  and  corn  cribs.  All  on  sixty  beautiful  acres  of 
high  rolling  land  with  long  views  and  frontage  on  two  roads.  Located  nor- 
th of  Princeton  near  Neshanlc.  $220,000. 


TO  PRIIICrrON  REAL  ESTATE  CALL 

821-ni4 

James  B.  l-aughlin  Georgia  H,  Graham  I 

Julie  Douglas  Belsy  Stewardson  Fofd  | 

TobyLaughlln  Fritzie  Moore 

Wflliame  Sreivd/0son(1935-1972l 


THE 
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AGENCY 
—  REAL  ESTATE  — 


AN  UNUSUAL  PROPERTY  in  downtown 
Hopewell  A  real  barn  on  Vi  acre  of  land  with  fron- 
tage on  Broad  St  and  over  3.000  sq.  ft  o(  interior 
space.  A  real  find  for  the  imaginative  buyer. 

$55,900 

CORNER  PROPERTY  in  Ewing  Township.  A  2 
story  stone  front  colonial  on  a  tree  shaded  lot  with 
mature  landscaping.  4  bedrooms,  2  full  baths, 
living  room  with  fireplace,  dining  room,  paneled 
family  room,  perfect  for  the  large  family.     $44,900 

INVESTMENT  PROPERTY  fully  leased 
professional  building  in  Hopewell  Township  on  Rt. 
31  near  Interstate  95,  Excellent  income  plus 
growth  potential.  Call  for  full  details. 

RENTAL  PROPERTIES  we  have  some  lovely 
homes  available  for  reni  including  a  furnished  2 
story  with  4  bedrooms.  Available  August  1  for 
$450  per  month.  Call  for  details  on  other  rentals. 


737-1330 


The  Pennington  Professional  Center 
65  South  Main  St.  Pennington,  N.J.  08534 

evenings  737-3451 
Member  Multiple  Listing  Service 


I 


Anable-Everett  Realty 

Princelon-Higiilslo^n  Road 
P  O  Box  21 .  Princeton  Jcl .  N  J  08550 


CHARLES   E.   ANABLE,   Realtor 

Lovely  4  bedroom  Colonial  in  excellent  condition 
Walking  distance  to  fvlaurice  Hawk  School  and 
West  Windsor-Plainsboro  High  School  Very  con 
venient  to  shopping  and  Princeton  Junction 
station  $59,500 


What  would  you  say  to  a  7  bedroom  ranch  If  you 
don't  need  that  many,  think  of  the  possibilities  to 
hobbies,  office,  sewing  -  just  be  imaginative  Also, 
within  walking  distance  to  fvtaurice  Hark  School 
and  West  Windsor-Plainsboro  High  School  If  you 
have  a  bicycle  you  can  be  at  the  station  in  a  few 
minutes  $59,900 


I  Another  Ranch  -  this  one  has  3  bedrooms  with 
Ibrick  and  aluminum  exterior.  The  location  is  ideal 
Ifor  an  office-residence  combination  that  would  be 
[permitted  in  West  Windsor  Township.        $49,900 

I  In  the  Elm  Ridge  Park  area  Hopewell  Township. 

I  Large  Colonial.  3,000  sq   ft.  of  living  space  on  a 

I I  Vi  acre  lot.  Exterior  of  aluminum,  stone  and  stuc- 
Ico  2  fireplaces  and  many  other  features  This  is  a 
I  new  home  with  mid  summer  occupancy  fvlinor 
■  changes  can  still  be  made  in  the  interior  design  if 
lyou  desire   New  housing  tax  credit  available  on 

$129,500 


J  this  home 
RCALtor)-        (*09)  799)661  Anytime 


Member  Princeton  Group  anrj 
Mercer  County  Board  ot  Realtors 
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WASHINGTON  WOULD  HAVE  SURELY  SLEPT  HERE  -  The 

general  suite  wilh  dressing  room  and  full  bath  on  lowei  level 
Front  porch  with  good  entrance  10  a  free  feeling  living  room, 
dining  room  with  window  wall  to  porch  will  seat  12,  eat-in  kit- 
chen, family  room  with  fireplace  and  window  wall  to  lull  back 
patio  3  upstairs  bedroom  and  bath,  central  air,  peaceful  private 


1  3/4  a 


3  location  Wooded  pern 


4  OFFICES  TO  SERVE  YOU 


WEST  WINDSOR 
[609]  799-1100 


FLEMINGTON   [201]  ?B2'4606 


^  HOWE 

^^J    MWmmr^^  ■  serving  people  since  1S85 


I 


PRE-INDEPENDENCE  DAY 

SALE! 
$3800  DISCOUNT! 
$1 945  US  TAX  CREDIT*! 

$5745  OFF! 

IF  YOU  ACT  BEFORE  JULY  4! 


BLAKELY 
COMES 
TO  YOU 


BUKELY^ 

Q*tahty  Laundry 
and  Dry  CUamng 


for  prompt 
dependable 
ptck-upand 
detiveryol  your 
drv  cleaning  and 

Call  896-0235 


Hares  a  once-in-a-tifetime  deal 
that  you  cant  afford  to  pass  upi 
For  the  next  3  weeks,  Cambridge 
Hall  IS  running  a  special  sale  that 
can  save  you  as  much  as  $5745  in 
discounts  and  U  S  government  tax 
credits  Think  of  if  l(  you  act  now, 
you  can  have  that  condominium- 
apartment  home  you've  always 
dreamed  ot  And,  tor  the  first  year, 
your  costs  will  be  close  to  nothing 
-  thanks  to  a  $1 945  00  U  S  gover- 
nment tax  credit  m  addition  to  the 
regular  deductions  for  interest  and 
taxes  you  would  normally  make 

Sound  like  an  outright  giff  Well,  it 
IS  The  government  and  Lehigh 
Conslruciion  have  decided 
simultaneously  that  this  is  ttie  time 
tor  you  to  make  your  move'  So 
don'l  light  It  -  join  it  And  start 
living  the  good  life  at  the  main- 
tenance-free, luxury-orrented 
Cambridge  Hall,  complete  with 
swimming  pool,  "pub-room" 
saunas  and  a  host  of  recreational 


THE  CANTERBURY 


Shown  here  is  the  Canterbury 
model,  but  we  have  an  entire 
range  of  condos  ranging  (rom  1 

bedroom— 1  bath  models  to  2 
bedroom  and  den— 2  balti  models 
All  at  the  most  prestigious  new  ad- 
dress in  Ewing  Township  See 
them  this  weekend  while  this  great 
offer  IS  still  on 

Phone:(609)771-1170. 
Open  7  days  9:30  A.M. 

to  5:00  P.M. 


>NIL$ON. 


$39,100 

PLUS  TAX  CREDIT 

'Subject  tol.RS.  Rules. 

Directions:  Take  Rl.  1  South 
(o  Olden  Avenue  Extension. 
Turn  right  til  Parkway 
Avenue  then  right  on  Park- 
way to  Lower  Ferry  Road. 
Turn  left  approx.  Va  mile  to 
860  Lower  Ferry  Road,  Ewing 
Township,  N.J. 

Cambridge  ' 


860  Lowar  Ferry  Road 
Ewing  Township,  N.J 


I 


ARCARO  CONSTRUCTION  COMPANY.  INC. 
Builders  and  Contractors 

Residential  and  Industrial 

1 20  Cherry  Valley  Rd. 
Princeton 

924-5779  of  W6-3352 


OPEN    ENDE 

RENT 
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Large  stucco  Colonial  featuring  butlers  pantry. 
stain  glass  window,  dining  room  with  beam 
ceiling,  pocket  doors,  living  room  with  fireplace. 
five  bedrooms.  4'/2  baths,  full  basement, 
macadam  drive,  two-car  garage,  large  80  x  300 
tree  shaded  lot  in  Flemington.  A  real  showcase! 

New  listing  $67,500 

ATTENTION  ATHLETES! 

Four  bedroom  executive  home  just  a  "chip  shot" 
from  the  fairway!  Close  to  tennis,  swimming, 
boating  facilities  and  more!  Family  room, 
screened  porch,  living  room  with  bow  window, 
dining  room,  kitchen  with  pantry,  basement,  two- 
car  garage,  macadam  drive,  1 .4  acres.  Carpeting 
over  oak,  stain  trim,  immaculate.  Immediate  oc- 
cupancy available!  Built  in  an  area  of  $75,000 
homes  Taxes  under  $1 2.00  25  minutes  from  Prin- 
ceton. Price  reduced  for  quick  sale  $65,900 


THE  PARKER  AGENCY,  INC. 

Realtors 

Main  Street,  Fleminglon,  N.J.  782-S212 


PAINTING 

Exterior  -  Interior 
Commercial  -  Residential 

Dependable  Service  -  Fine  Custonn  Work 


John  Skordis 

61 8  Riverside  Ave 

Trenton,  N  J 


Call  for: 

Free  Estimates: 

695-1 883  after  6 
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EST  1893 

REALTORS 

0  Nassau  Street.  Princeton,  New  .Icrscv  08540 

609-924-0322 

.\  COMlMjKTK  RK.VI.  KST.VTKORC.XMZ.VTION 


Interesting  2-level  home  on  a  very  pretty  lot  in 
Princeton  Township.  Close  to  everything. 

$92,500 

EgwtWMWuftyj^umwjMftimBMl 


LAWRENCEVILLE  VILLAGE  Three  acres  - 
Beautiful  Beams  —  Sun  Room  -  Spanish  Tiles  - 
Brook  -  Charm  and  Originality  $138,000 


WESTERN  PRINCETON  Two  acres  -  Five  large 
bedrooms  -  Two  fireplaces  -  Lovely  Vista  -  Per- 
fect family  house  $129,000 


GROVER'S  MILL  Large  Lot  -  Four  bedrooms  - 
Enormous  family  room  —  Luxuriously  carpeted  • 
Playhouse  Sparkling  Condition         $81 ,000 


OFFICE  SPACE  FOR  RENT  -  Ranging  from  single  office  of  400  sq.  fl.  to  a 

whole  building  containing  approximately  6,000  sq.  ft.  Nassau  Street 
location. 


COMMERCIAL  SPACE  FOR  RENT  -  Kingston  - 1200  sq  ft  on  first  floor, 
private  offices  above.  Good  locaation  for  Boutiques.  Antiques  or  gift 
shop  Near  canal  $250  per  month 


N.T.Callawa/" 


REAL  ESTATE 


4  NASSAU  STREET-  PRINCETON,  NEW  JERSEY  08540 
921  1050 


PETECALLAkVA'. 
CONNIE  FLEMING 
ETHEL  FRUlANP 
ANNE  GALLAGHER 
JUDY  McCAUGHAN 
TERRY  MERRICK 
BILLROEBLING 


Mary  Watts 
Store 

Groceries  Gasoline 

Fireplace  Wood.  Kindling 

Charcoal  Briquets 

Open  every  day 

and  evening 

Route  206,  State  Road 


CLASSES   In 


FLEA  MARKET 

nl 

GARAGE  STREET  SALE 

urnilufe,  Aniiques,  Clothing, 
Books.  Toys,  Dishes.  Odds  & 
Ends  A  complete  street  ol 
homes  participating 

Saturday.  June  21 
10-3 


Studio       I 
$150        j 

1  Bedroom   J 
$195        [ 

2  Bedrooms  I 
$260        I 

Fur  linnif(hii(<'  C)cni/niiirr/  M 
II  apartments  wilh  wall  to  wallB 
petmg,    blinds.    applJancesM 

I 
I 


NOTICE 

All  real  estale  advertised 
in  TOWN  TOPICS  is 
subject  to  the  Federal  Fair 
Housing  Act  of  1968  which 
makes  it  .  illegal  to  ad- 
vertise   "any    preference. 


Roofing  -  Heating 

COOPER  it  SCHAFER 


I  a  I 


conditioning 

Steele,  Rosioff 
and  Smith 

Rnilldisnml  Inxurom 
Mrm  hereof  MIS 
609-6S5-0080 
609-448-8811 

Twin  Riveis  Town  Center 


discrimination  based  on 
race,  color,  religion  or 
national  origin,  or  an  in- 
tention lo  make  any  such 
preference,  limitation  or 
(fiscrimination." 

TOWN  TOPICS  will  not 
knowingly  accept  any 
advertising  for  real  estate 
which  is  in  violation  of  the 
law.  Our  readers  are 
hereby  informed  that  all 
dwellmgs  advertised  in  this 
newspaper  are  available  on 
an  equal  opportunity  basis 
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EDGERSTOUNE 

In  ttiis  finest  of  Princeton  neighborhoods,  an  attractive  brick  house  with  a 
great  variety  of  roonns  and  space  for  every  family  activity.  On  the  main 
level,  an  ample  living  room  with  fireplace,  separate  dining  room,  family 
room,  kitchen  with  large  adjoining  screen  porch,  and  master  bedroom 
suite  Upstairs,  three  bedrooms,  study,  1 V:  bathS-  On  the  lower  level, 
huge  playroom  with  sliding  doors  lo  a  back  patio  and  large  Sylvan  swim- 
ming pool.  Some  extras  -  three-zone  heat  and  air  conditioning,  electric 
garage  door  openers.  All  on  a  very  private  acre  plus,  with  beautiful 
shrubs,  frontage  on  Stony  Brook  $152,500 

KING'S  GRANT   STEWARDSON  DOUGHERTY  I 

Real  Estate  Real  Estate  Associates,  Ina 

10  Nassau  Street  366  Nassau  Street 

Princeton,  New  Jersey  08540  Princeton,  New  Jersey  08540 

Phone  (609)  9?l-1411  Phone  (609)  921-7784 


CENTER 
RAOIOtr  TV  SERVICE 


921-8829 


JAMES  V.TAMASI 

Pumbing  &  Heating 
Contractor 

799-1494 


^«^  a  COMPANV 

EST   1893 

REALTORS 

190  N.issuu  Street.  Princeton.  \e«  Jersey  ()8,'?40 

609-924-0322 

.VCOMl'l  KIKKKAI.KSrAIKUKCAMZMKIN 
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Shcilu  (:<i»lt 
Ted  Ouvid 
Kd  l>ibko»nIii 
KvIBCv  Hurdintf 
Witliimi  Hlimer 
Murioric  KctT 
Kulh  Kimnon 
Khn  Murltolia 

Joiiit  OuiickvnhiiNli 
Ken  Kendiill 
Riltpti  Snvdcr 
K.iv  Wen 


FIVE  BEDROOMS 

Unusually  attractive  Colonial  split-level  in  popular  Nassau  Estates 
(Lawrence  Township).  Designed  for  an  active  family,  it  has  many 
separate  areas  for  study  and  play.  Sunny  living  room,  dining  area,  kit- 
chen with  breakfast  area,  family  room,  study.  2'/;  baths,  workshop,  triple 
closets,  wall-wall  carpeting,  and  2-car  garage.  Quiet  street,  large  lot, 
very  pretty  landscaping  and  2-story  playhouse  $65,900 


House  of  the  Week... 


ONE  OF  THE  VERY  BEST  BUCCI-BUILT  COLONIALS  IN 
BEAUTIFUL  BIRCHWOOD  ESTATES. .just  a  few  miles  from  the 
Junction,  and  not  far  from  the  Princeton  "Y",  a  truly  spacious  two- 
story  house  in  nearly  new  condition  being  just  one  year  youngi  A 
slate  floored  entrance  foyer,  large  living  and  dining  rooms,  one  of 
the  prettiest  eat-in  kitchens,  inviting  family  room  with  a  brick 
fireplace,  utility  area,  powder  room,  and  upstairs  is  complete  with  a 
master  suite,  including  full  bath,  and  three  other  bedrooms  -  all  very 
ample  in  size  -  and  a  lovely  hall  bath  with  double  sinks.  A  semi- 
enclosed  back  terrace  overlooks  acres  of  woods  for  total  privacy. 
Topped  off  by  being  in  a  marvelous  area  lor  children.         $87,000 

riome  or  ihe  professionats' 
JOHM 

^HENDERSON 

DC  A  I  TODC^— ' 


353  Natuu  Str««t 
Prmcuon,  New  Je, 
(609)921.2776 


REALTORS 


Open  7  days  a  week       Hopewell  Hoa«  square 

Hopewell  New  Jeriey  08S25 
(609)  466  2S50 


"AT^J    ^173?5 


Charles  J.  Freericks 


Thompson  Land 


195  Nassau  Sireel 
Princeton.  N  J 
16091921-7655 


WL   ^^    Wm.  B.  May  Co..  Inc. 

m^llQ^  Estate 

■•XA^LtSMto  was 

Sergeantsville.  N  J  08557    609-397-1907 


FRANKLIN  TOWNSHIP 

GRACIOUS  ESTATE  LIKE  LIVING  can  be  found  in 
our  new  Franklin  Township  listing,  3  acres  of 
seclusion  surrounds  tfiis  2  family  fiome  in  top 
shape  Can  easily  be  converted  to  one  family  Call 
for  details  $115,000 

HAMILTON  TOWNSHIP 

UNIVERSITY  HEIGHTS  rancher  with  3  bedrooms, 
1'2  baths,  family  room,  separate  dining  room,  2 
car  garage  $53,900 

EWING  TOWNSHIP 

NEW  LISTING  rancher  with  3  badrooms.  ^V^ 
baths,  living  room,  dining  room,  eat-in  kitchen, 
'■nished  basement,  central  air,  $52,000 

CAPE    COD    2    bedrooms.    1    bath,    unfinished 
second  floor,  full  basement  with  recreation  room. 
$36,900 

TWO  STORY  COLONIAL  4  bedrooms,  2'/2  baths, 
family  room.  2  car  garage.  $71 ,500 

LAWRENCE  TOWNSHIP 

NEW  LISTING  8  acres.  2  stories  with  3  bedrooms, 
1 '/!  baths,  full  basement  and  1  car  garage.$61 ,500 

HOPEWELL  BOROUGH 

NEW  LISTING  2  story  with  3  bedrooms.  1'/? 
baths,  pine  floors,  1  car  garage  and  attic    $48,900 

RANCHER  3  bedrooms,  1  bath,  living  room  with 
fireplace,  dining  room,  eat-in  kitchen  full 
basement.  $45,000 

COLONIAL  4  bedrooms.  1  bath,  living  room, 
dining  room,  kitchen,  mud  room  and  garage, 

$50,950 

HOPEWELL  TOWNSHIP 

CAPE  COD  living  rpom,  eat-in  kitchen.  4 
bedrooms,  1 V2  baths  $43,900 

RANCHER  3  bedrooms.  1  bath,  living  room  with 
I'replace.  family  room,  large  lot.  garage,     $65,000 

NEW  LISTING  rancher  with  family  room,  living 
room  with  fireplace,  3  or  4  bedrooms.  1  Vi  baths, 
on  1  acre  lot  $74,900 

BRICK  RANCHER  4  bedrooms.  3  baths,  family 
room.  2  fireplaces,  finished  basement,  garage. 

$81 ,500 

STONE  FARM  HOUSE  5  bedrooms,  4  baths,  4 
fireplaces.  2  patios,  spring  house,  barns,  pond,  on 
5  acres  $130,000 

WEST  AMWELL  TOWNSHIP 

NEW  LISTING  Cape  cod  with  3  bedrooms,  dining 
room,  living  room,  family  kitchen,  garage.  5'/2 
acres  $55,000 

MONTGOMERY  TOWNSHIP 

NEW  LISTING  4  bedrooms,  2'/!  baths,  on  2  acres 
Newly  completed  $95,000 

NEW  LISTING  cathedral  ceiling.  Living  room  with 
floor  to  ceiling  stone  fireplace,  central  air,  full 
basement  Select  interior  decor  $98,000 

Stony  Brook  Realty 

35  W.  Broad  St.,  Hopewell 

/iVd/dira  466-0900 

Member  Multiple  Lisling  Service 


A  FAMILY  HOME 

This  3  bedroom  ranch  is  in  perfec  t  condition. 
Ready  for  you  to  move  into.  The  living  room  is 
15x24  with  a  fireplace  There's  a  formal  dining 
room,  a  den  or  study,  2  full  baths,  a  screened-in 
porch,  a  finished  rec  room  in  basement  with  a 
fireplace  and  lots  of  storage  and  closet  space 

$68,900 

BRICK  COLONIAL 

Good  substantial  house  for  your  growing  family. 
There  are  4  bedrooms,  2'/i  baths,  living  room  with 
fireplace,  dining  room,  a  small  study  and  a  brand 
new  kitchen.  If  you  have  a  couple  of  horses,  there 
is  room  for  them  too  with  over  3  acres.  The 
property  adjoins  a  1600  acre  park.  Now  is  a  good 


time  to  buy. 


$63,500 


Cull  us.  466-28()(> 

MAY  AGENCY 

^crnmll''  r,.l,r.  l;-n>,,l..„A,,„ 
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LAWRENCEVILLE  ROAD  -  Near  Rider  College  A 
lO-room  Victorian  house  graced  by  towering 
trees.  Six  bedrooms,  two  baths,  foyer,  modern  kit- 
chen, two-car  garage,  basement  and  circular 
driveway 

RANCH  -  Seven-room,  two-bath  ranch  under  con- 
struction with  aluminum  siding  on  a  wooded  lot. 
Fireplace,  basement,  dishwasher  and  garage. 

DEAN  REALTY 


CARflEGIE  LAKE 


Custom  designed  3  to  5     bedrooms.  California 
Redwood  $159,500 
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Real  Estate 
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B  Located  in  the  desirable  Western  section  is  this 
better  than  new  tour  bedroom  colonial  on  two 
B  acres.  Many  outstanding  features  including  large 

■  dressing  room  off  master  bedroom  Very  spacious 
family  room  with  fireplace,   screened  porch 
Finished  basement  and  excellent  landscaping 
$139,500 


GUINNESS  AGENCY 

JOAN  KROESEX,  Realtor 
2  West  Broad  Street.  Hopewell 

(:..nivr..f\Vv»lllr..,iJ,iiid<;rLcn«.ic.J 

609-466-1224 

We  think  you'll  like  the  friendly,  knowledgeable, 
personal  services  offered  by  the  members  of  our 
staff. 

LORETTA  SMITH,  former  owner  of  Smith's 
Family  Store  in  Hopewell  Borough,  is  an  active 
worker  in  various  community  projects,  and  is  a 
Realtor-Associate  with  the  Guiness  Agency  She 
formerly  worked  for  a  law  firm  in  Flemington,  N  J 
and  for  the  Administrator  of  Princeton  Township 
and  is  therefore  knowledgeable  in  municipal  af- 
fairs. Loretta  also  speaks  Polish  and  Russian. 

BARBARA  ROVNYAK,  has  been  a  resident  of 
Hopewell  Borough  for  over  five  years.  She  is  a 
Realtor-Associate  and  has  been  associated  with 
the  Guinness  Agency  tor  seven  monlhs.  Barbara 
was  formerly  employed  aas  a  registered  nurse  at 
!  Princeton  lytedical  Center  prior  to  joining  the 
Agency 

The  Guinness  Agency,  established  in  Hopewell  by 
the  late  Don  Guinness  in  1954,  is  pleased  to  con- 
tinue to  our  clients  the  same  professional  services . 
offered  by  fiflr  Guinness 

Come  in  and  let  us  show  you  our  well  built  all  brick 
ten  room  rancher  nestled  among  the  pines,  or  our 
five  acre  mini  estate.  If  these  properties  don't 
satisfy  your  needs,  we  have  more  to  show  you. 
Evenings 

Loretia  Smitli    466-3142 

Barbara  Rovnyali    466-1630 

Member  Mercer  County  MLS 

Licensed  in  New  Jersey  and  Pennsylvania 

jOOOOOPOOQOO 
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CHALLENGE  HI 

This  47-year  old,  three-bedroom  two-story  offers  B 
a  country  feeling  near  good  commuting  on  a  H 
lightly  traveled  spur  Great  area  for  both  young  M 
and  high  school  children  A  little  extra  greenery  11 
and  some  imagination  can  make  this  an  excellent  M 
buy  for  a  young  family  Low50's  |y 

Super  Special  Rental  For  July! 

Vacation  in  Princeton  in  this  six-bedroom,  4'/! 
bath  house  with  swimming  pool  and  tennis  court! 
Gardening,  pool  service  and  housecleanmg  in- 
cluded! Call  for  details. 

1   A  Great  Rental  in  West  Windsor 

Four  bedroom  Colonial  family  room,  basement, 
central  air.  carpeting,  drapes  Available  now  for 
unlimited  time  $585  per  month. 


JOHN  H.  HOUGHTON,  Broker 


Cectly  f^oss 
Jeanne  Scnecwei 


m 


Bar  Da' 

Woody  SKiliman 

Bill  Fiahenv 


1 


MLS 

B  Free  Parking  -  Palmer  Square  Park  &  Shop  lot  ■ 

Member  Multiple  Listing  Service  I 
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CLARIDGEWINE 
&  LIQUOR 

Wine  and  Champagne 
chilled  while  you  wait 

in  3-5  minutes 


NEW  HOMES 
ADDITIONS 

REMODELING 

and 
CARPENTRY 


HUNTERDON  COUNTY  30  minutes  from  Pnn-  [ 
;eton.  tiouse  is  not  a  palace,  but  the  lot  is  a  [ 
beautiful  wooded  lot  with  stream  in  rear  on  4,29  j 
acres.  Home  is  a  cozy  cape  with  5  rooms,  2[ 
bedrooms,  and  1  bath.  Also  small  2  story  barn. 

$37,000  li 

HUNTERDON  COUNTY  DELAWARE  TOWNSHIP. 

31  acre  farm  secluded  mostly  open  land,  large  jj 
stocked  pond.  The  home  is  a  7  room  cape  with  4 1 
bedrooms,   living   room   has   stone   fireplace, 
beamed  ceiling,  and  pegged  oak  floor.  Good  in- 1 
vestment. 

$99,500  I 

HUNTERDON  COUNTY  ROUTE  518  offering  with  j 

12  acres.  Large  brick  home  with  5  bedrooms. 

modern  kitchen,  large  stone  and  frame  barn.  Two  j 

story  carriage  house,  additional  acreage  available. 

$85,000  ! 


PRINCETON  FARMS  new  L-shaped  ranch  w,;ii 
two-car  garage  located  in  lovely  area  of  Hopewell 
Township.  Three  bedrooms,  two  baths.  Redwood 
deck  ofl  family  room.  Quality  construction. 

$66,500 
TREES  STAND  LIKE  ANCIENT  WARRIORS 
protecting  this  IVi  acres  of  peaceful  countryside 
surrounding  this  brick  and  stucco  colonial.  Field- 
stone  walls  and  hand  split  rail  fencing  provide  a 
picturesque  view  from  the  full  screened  porch. 
Random  oak  floor  in  the  nine  by  fourteen  foot 
foyer.  Closet  space  galore  Two  working 
fireplaces.  Colonial  moldings.  Air  conditioned. 

$119,000 
HARBOURTON  brick  and  cedar  shake  three 
bedroom,  two  bath  ranch  with  screen  porch  family 
room  with  fireplace.  $57,000 

LAWRENCEVILLE  comfortable  two-story  home  in 

the  Village.  Four  bedrooms  and  bath,  two  porches 

$47,500 

NEW  LISTING  -  New  two-story  brick  and  cedar 
shake  colonial  nestled  among  the  trees  in  Twin 
Ponds.  Hopewell  Township,  Large  flagstone  entry 
with  spacious  living  room,  formal  dining  room, 
eat-in  kitchen,  three  bedrooms  plus  master 
bedroom  with  dressing  room  and  balh.       $75,000 

ENJOY  THE  SUMMER  NIGHTS  from  the  front 
porch  of  this  homey  three-bedroom  ranch  in 
Hopewell  Township.  Family  room  with  fireplace. 
Basement  hot  water  heat.  Two-car  garage, 

$55,700 
INVESTORS  CALL  for  details  on  this  all  brick  six- 
unit  apartment  house.  Good  condition.  Always 
rented,  fine  return. 

OFFICE  BUILDINGS  IN  PENNINGTON  colonial 
archiecture  brick  two-story  in  center  of  town  with 
excellent  exposure.  Perfect  for  professionals  or 
small  business  This  is  a  good  investment  and 
priced  to  sell  at  $38,000 

ROY  E.  COOK 

737-0964      REALTOR      896-0266 

Eves  737-1970.  737-1527.  737-2080 

737-1 378,  882-0494 
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FULLER  BRUSHES 

BEND.  MARUCA 

17SKcd«.».d.\>v,un: 

Tel.  8HH-12S4 
Trenton,  N.J.nstlKI 


C.  J.  SkHlman  Co. 

Fumiture  Repairing 
^^  Upholst«y 


RENTALS 
'iPARTMENT  Heat  and 
hi  water  included 

$225 
, -lOUSE  completely  fur- 
lished 

$400 
lOUSE  and  garage,  un- 
f  jrnished 

$425 
Call  us,  466-2800 

MAY  AGENCY 


Rt.  518,  Blawenburg 
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TO  SETTLE  ESTATE  $38,000  [ 

Colonial  Cape  in  Mercerville  just  minutes  from  j 
Princeton  Junction.  Three  bedrooms,  one  bath. 
stone  fireplace,  one-car  garage,  park  like  yard,  ex- 
cellent area. 

CENTRAL  AIR  $39,900  | 

^Two  to  three  bedrooms,  two  full   baths,   huge  = 
recreation    room    with    recreation    bar,    stone  ^ 
fireplace,  one-car  garage,  large  lot,  beautiful  set-  p 
ting.  Call  for  details  on  this  beauty 


1 


! 


YARDVILLE  BEAUTY  $39,900  | 

New  exterior  as  well  as  new  interior.  A  home  to  1 
please  the  entire  family.  Four  bedrooms,  finished  | 
basement,  ultra-modern  kitchen  with  dishwasher 

FOUR  BEDROOM  SPLIT  $42,900  | 

Make  it  a  point  to  see  this  spacious  eight-room  [ 
home   featuring   modern   kitchen,   formal   dining 
room,  den  or  fourth  bedroom,  nine  years  young. 

MERCERVILLE  RANCHER  $45,900  | 

Just  what  you  have  been  waiting  for.  Attractive ! 
ranch  with  finished  basement  offering  complete 
kitchen  with  dishwasher,  family  room  plus  bar,  set 
on  a  lovely  corner  lot,  within  walking  distance  to  s 
elementary  school. 

CUSTOM  BUILT  $48,000  I 

Two  years  old,  three-bedroom,  two-bath  ranch  on  | 
a  y<  acre  lot  overlooking  Allentown  Lake,  full  ' 
basement,  one-car  garage.  See  this  new  listing  fir- 
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WEIDEL  REAL  ESTATE  INC. 

Realtors 

2421/2  Nassau  St.  921-2700  Princeton,  N.J. 

OUR  6IM1  YEAR  OF  PROFESSIONAL  SERVICE  -  CONSULT  OUR  FRIENDLY  COMPETENT  LICENSED  SALESPEOPLE 


Wendy  Hall 
Larry  Huntress 


Eleanor  Mead  . 
Georgina  Rodriguez 

Alter  hours  phone    921-2792 
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NEARLY  HIDDEN  BY  TALL  TREES,  this  lovely  3 
bedroom.  Lake  Drive  ranch  has  a  cathedral- 
ceilinged  living  room  with  a  fireplace,  central  air, 
huge  basement.  Shown  by  prior  appointment  only 
at  $85,000 


IN  A  WOODED  GLEN  lust  north  ol  Montgomery 
Shopping  Center,  this  lovely  home  otters  5 
bedrooms,  AVz  baths,  brick  fireplace,  a  huge 
finished  basement  with  wet  bar.  Great  lor  large 
family  or  small  family  with  in-laws.  $89,500 


ALL  THIS  FOR  JUST  $44,900?  Eight  rooms  in  all  including  4  bedrooms,  eat-in  kitchen,  living 
room,  dining  room,  family  room,  1  Vz  baths,  attached  garage.  Large  lot  with  trees  in  the  rear! 
Come  see,  come  save! 


I  MILLWOOD  MANOR  $48,500  j 

5j  Gorgeous  three  or  four  bedroom  split  level,  ultra  r 
f^  modern  kitchen,  formal  dining  and  living  room,  24- 
4*  ^  foot  family  room,  den  or  fourth  bedroom,  one-car 
attached  garage.  One  full  and  two  half  baths,  all 


J 


^  purpose  room  for  hobbies  or  sewing,  picture  per-  I 

^  lect,  excellent  neighborhood. 

I 

I  CALIFORNIA  RANCH  $59,500 

I  Beautiful   eight-room   rancher  with  large  lot   in 

II  Hillside  Terrace,  three  or  tour  bedrooms,   1  Vi 

1  baths,  ultra  modern  kitchen  with  dishwasher,  for- 
§1  mal  dining  room,  family  room,  two  fireplaces,  one- 
Ij  car  garage  A  lot  of  home  for  the  money 

i  FRENCH  PROVINCIAL  $103,000  | 

d  Exclusive  custom  built  home  in  Forest  Blend,  four 

i  large  bedrooms,  2'/!  baths,  elegant  living  room,  j 

S  with  black  marble  fireplace,  formal  dining  room, 

2  entrance  court  with  ornate  wrought  iron  gates, 
^  two-car  side  entrance  garage.  Professionally  lan- 
i  dscaped.  20th  century  home  for  the  V.I.P. 

I     WEIDEL  REAL  ESTATE  INC. 

I  REALTORS 

i  "Our  60th  Year" 

i         Hamilton  Office  -  Rt.  33.  Robbinsville.  N  J 

i  586-1400 

Lj  Office  open  9-9  Weekdays,  Sat  and  Sun  til  5 


RENTAL  FROM  THE  GARAGE  APARTMENT  TENANT  will  help  meet  your  payments  on  this 
solidly  built  cape.  The  large  living  room  boasts  a  stone  Heatilator  fireplace.  Second  floor  has  a 
really  big  master  bedroom  with  its  own  bath.  West  Windsor  location  close  to  everything.  Asking 
$79,500  and  owner  anxious  for  offers. 


BIG  ROOMS,  BIG  HOUSE,  BIG  LOT!  Handsome  2  year  old  colonial  home  with  5  bedrooms. 
2'/!  baths,  large  modern  eat-in  kitchen,  huge  panelled  family  room  with  brick  wall  fireplace. 
Basement  finished  and  panelled  includes  large  rec  room  and  den.  On  an  acre  and  a  half,  it's  just 

$79,900  ' 

IF  YOUR  WIFE  COMPLAINS  ABOUT  HOUSEWORK,  THROW  HER  IN  THE  POOL!  With  the 
many  custom  features,  her  work  should  go  fast  in  this  custom  built  home  featuring  a  very 
modern  eat-in  kitchen  with  lazy  susans  in  the  custom  cabinets,  4  bedrooms,  2V7  baths,  and 
much  more  to  speed  housework  and  leave  more  time  to  enjoy  the  custom  pool.  Fine  buy  at 

$59,900 

PRINCETON  ADDRESS,  SOUTH  BRUNSWICK  LOCATION  just  outside  Kingston  Custom  built 
colonial  on  a  large  lot  in  a  fine  neighborhood.  Four  bedrooms,  air  conditioning,  fireplace  Just 

$69,900 

TOWERING  BLACK  WALNUT  TREES  SHADE  THIS  5  BEDROOM  CAPE  overlooking  the 
l^illstone  River  Two  fireplaces.  2  ceramic  tile  baths,  modern  kitchen.  2-car  garage.  Asking 


OPEN  SEVEN  DAYS  A  WEEK  TO  GIVE  YOU  MAXIMUM  SERVICE 

MEMBERS  OF:  MERCER  &  HUNTERDON  COUNTY  MULTIPLE  LISTING  SERVICE, 

PRINCETON  REAL  ESTATE  GROUP,  ALL  POINTS  RELOCATION  SERVICE 


m  j^^...  /  -^^^^A  -^^^^ 


Roole  206  Suie  Ro»d  Princeton  N  J  08540 

Station  Squxe   Routa  206     Belle  Meed  N  J  08S02 
183  Franltlln  Corner  Road         Lawrencevllle.  N.J.  08648 

924-7575        359-6222 

OPEN  HOUSE 

SATURDAY  AND  SUNDAY 

JUNE  21  St  and  22nd 

FROM  2  to  5  P.M. 


ELMRIOGE  PARK 

Directions:  Route  206  to  Catler  Road  to  Elm  Ridge  Road  to  Blue 
Spruce  Drive.  Left  on  West  Shore  Drive  and  a  right  on  White  Birch 
Drive,  Hopewell  Township. 


While  Birch  Drive  boasts  ot  a  new  Colonial  with  slate  foyer,  double 
closet,  front  to  bacl<  living  room  with  entry  to  study  which  has  a  stone 
fireplace  The  formal  dining  room  has  chair  rail  and  crown  moldings, 
large  l<itchen  with  dishwasher  and  double  oven-sell  cleaning.  Paneled 
family  room,  large  brick  fireplace,  and  beamed  ceiling  with  a  French  door 
to  a  covered  patio  4  bedrooms  with  double  closets  and  a  walk  up  third 
floor  Included  also:  Central  Air,  Central  Vacuum.  Humidifier.  Cement 
Sidewalk,  2  car  garage 


•KGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGKGK 

G 
K 
G 
K 
G 
K 
G 
K 


\ 

g  HOPEWELL 

K  TOWNSHIP: 

I 
I 

\ 

I 

G 

K  LAWRENCE 

K  TOWNSHIP: 

I 

G 

K  WEST  WINDSOR 

^  TOWNSHIP: 

G 

K 

G 

K 

G 

K 

G 

K 

G 

K 

G 

K 
G 

K 
G 
K 
G 
K 
G 
K 

I 

G 

K 
G 
K 
G 


A  large  contemporary  hillside  house  on  eighteen 

beautiful  acres.  Five  bedrooms  and  three  baths. 

$225,000 

A  new  two  story  Colonial  with  spacious  rooms, 
fireplaces,  screened  porch,  central  air  con- 
ditioning. 

$129,500 

A  beautifully  maintained,  most  convenient 
smaller  house  with  three  bedrooms  plus  another 
study  or  bedroom.  $57,900 

On  three  quarters  of  an  acre  a  four  year  old 
Colonial  style  house  in  excellent  condition.  Four 
bedrooms,  two  and  a  half  baths.  $74,900 

Half-acre  corner  lot  this  newly  built  Colonial- 
style  house  has  six  bedrooms  and  two  and  a  half 
baths. 

$79,500 


Traditional  center  hall  house  with 
tractive  family  room  and  fireplace. 


I  most  at- 
$71,900 


Beautifully    situated    for    the    commuter,    this 
house  has  five  bedrooms  and  three  full  baths. 

$75,900 


KING'S  GRANT  REAL  ESTATE 

S.  Serge  Rizzo,  Licensed  Broker 
New  Jersey  and  Pennsylvania 


Employment  Opportunities 

Throughout  The  Princeton  Area 
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PROFESSIONAL 

PLACEMENTS 

OF  PRINCETON,  INC, 


It  Opportunity  Employer 


BEDDING'S 

Plumbing 

Heating 

Roofing 

AirConcditioning 

GE  Appliances 

234  Nassau  Street 

924-0166 


n  Equal  Opportunity  Em 


layoui  experience,  familiarity 
wiih  population  Of  related 
social  science,  foreign 
language  lactliiy  Salary 
negotiable  Reply  Box  C-56, 
Town  Topics 


Nassau  Placements 


...  by  Bea  Hunt 


Personalized  placement  of 
all  office  personnel.  . 


195  Nassau  St. 
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^_^  &  COMPANY 

EST.  1893 

REALTORS 

V)Vi  Niissiiii  Strcci,  rrincclon.  N'c»  .Itrscy  0H.';4() 

609-924-0322 

INCOME  PRODUCERS 

The  following  properties  are  all  located  in  Prin- 
ceton Borough  within  a  block  of  Nassau  Street: 

Two  4-room-and-bath  apartments  $42,500 

Duplex:  8  roonns  and  3  baths  on  one  side;  6  rooms 
and  one  bath  on  the  other  $62,500 

Five    unit    apartment    house;    detached    4-car 
garage;  fine  potential  $1 25,000 

Two    large    apartments,    excellent    for    owner- 
occupancy  $127,500 


A-1 
TEMPTING 
TEMPORARY 
TASKS !  I  ! 


# 


Temporaries 


82  Nassau  St ,  Princeton 
32*^9201 


\hin.,n<  M  Halbihm's 

PRINCETON 

EMPLOYMENT 

AGENCY 

Specializing  m 
Temporary  Help 


.tciiii-i..    KDI',   Tcdimc.l.  : 
S„l.,.  I 

Nomjislmlii^iifrc        j 
352  Nassau  Street       | 

Princeton,  N  J  ^  ., 
924-9134  jj 


fr 


GLASS 


' 


i< 


All  Sizes  and 

Thicknesses . .  ^ 

Where  and  When 

You  Need  II! 


NELSON  GLASS 
&  AlIjMINUM  CO. 

45  Spring  Street 

924-2880 


.'      I      '      ' 
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Custom  built  three 
bedroom  ranchi  with  a 
beautifully  paneled 
family  room,  complete 
with  beamed  ceiling  and 
fireplace  in  a  n^ 
desirable  location  on  a 
professionally  landscap 
ed  lot  Only         $61,900 


359-3444 

MONTOOMERY-HILLSBORO 

MactioMfT-HBbboraiqk  I*^ 
tt.20«.l<hHwl 
lullon 


Peyton  Real  Estate 


246  Nassau  Street  •   Princeton,  N  J       Eleanor  S.  Young        Beverly  T.  Crane      Jane  B.  Schoch 
609-92  1  - 1  5 50  Marjorie  M.  Jaeger  Ted  Kopp  Tod  S.  Peyton 


THE  PERFECT  END  OF  A  DAY  on  this  inviting  and  alirdClive 
Walled  terrace  just  outside  the  dining  roorroof  a  perfectly 
lovely  four  (or  five)  bedroom  house  -  sunny  living  room  with 
fireplace-study  with  bookcases  and  More!  $67,500 


BE  A  COUNTRY  SQUIRE  without  travelling  10  miles  or 
paying  a  fortune  -  here's  a  two  acre  mini-farm  on  Cherry 
Brook  Drive  with  pretty  Sylvan  Pool  and  a  small  stable  with 
fenrpd  pasture  $81,500 


BRING  THE  GARDEN  INSIDE  from  the  lovely  brick  terrace 
just  outside  this  beautiful  living  room  -  in  the  most  handsome 
fenced  traditional  two  story  set  in  a  softly  sunny  wooded  glen 
Peaceful  and  most  elegai^  *■"  25,000 

DODDS  LANE  PRINCETON  -  a  bright  sunny  two  story  on  a 
large  lot  with  pool  -  wonderful  floor  plan  $85,000 


HOPEWELL-ELM  RIDGE 

One  of  The  most  magnificent  American  two  stories  on  a  large 
wooded  lot  S^^'SOO 

C3 


■    ■    ■    ■ 


HERE'S  THE  BUY  OF  THE  YEAR  -  make  your  offer  on  a  big 

Princeton  colonial  overlooking  park  -  Land  -  four  big 
bedrooms  -  great  family  living  room  with  fireplace  -  Master 
bedroom  balcony  over  sweeping  curve  of  terrace      $83,000 

RENTALS: 

House  for  Rent:  Spacious  four  bedroom,  four  bath  country 
house  surrounded  by  woods  -  furnished  and  air  conditioned 
$750  per  $750  per  month. 

Apartment  for  Rent:  One  Bedroom,  first  floor  in  the  Borough 

Plainsboro  Apartment:  Furnished  or  unfurnished  apartment, 
living  room,  kitchen  with  eat-in  area,  large  bedroom, 
bathroom,  lots  of  closet  space,  own  entrance  and  parking. 

Beach  Rental  Beautiful  three  bedroom  Ocean-View  apart- 
ment in  Beach  Haven  available  tor  early  Summer  -  Call  Bill 
Dowell,  The  Kelly  Agency  492-91 09 

'      '      ' 
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OLDYORKEINN 

tor^merly 
Ringoes  Sleak  House 
has  re-opened  under 
new  management 


OU  Yoilte  M.  (oM  Rt.  2021 
Ringoes,  NJ. 
20t-782-9018 


Are  you  on  our 
MAILING  LIST? 


McCARTER  THEATRE, 

Bo,.  526  Pnnceton 


Stone  Manor 
House 

Rt.203&413 

Buckingham,  Pa. 

Res.  Call  215-794-7883 


\ru:s  Of  riw 
THEATRES 


Neshaminy  High  School 
Concert  Choir,  and  founded 
the  Summer  Stock  program  of 
the  Neshaminy  School 
District 


PRINCETON  COMMUNITY  PLAYERS 

WOULD  LIKE  TO  HEAR  FROM 

DIRECTORS 

Please  send  resume  of  experience  and  list  of  plays 
you  would  like  to  direct 

to:  JOANNE  MOHRMAN,  President 

38  Carter  Road,  Princeton 

--Before  July  15-- 


For  this  year's  presentation 
Robert  Bolsover  stars  as 
George  Washington,  a  role 
composed  expressly  with  Mr. 
Bolsover  in  mind.  He  is  well- 
known  for  his  many  ap- 
pearances at  the  LaSalle 
Music  Theatre,  Craig  Evans 
plays  the  bungling  hero. 
James  Monroe.  Betsy  Bom- 
Bucks 
Sat'u7d7y  County  and   "M.ss  Pe, 


.MUSICALOPENS  SEASON 
At  Open  Air  Theatre. 
■■Crossing!,"  a  musical 
dedicated  to  the  American 
Bicentennial,  will  be  the 
opening  attraction  at  the  Open 
Air  Theatre  in  Washington 
Crossing  Stale  Park,  to  be  , 
presented  on  Thursday  berger.  former 
Friday 

evenings,  June  19.  20,  21,  26,  27 
and  28,  at  8:30.  L.nnsune 

The  play  tells  of  theevents  ^"^^J„  f,f, 

surrounding    Washington        *"'  ""'"""   

crossing  of  the  Delaware  on      .,      ,  ,   „,    .       ^     , 

Christmas  night,  1776,  to  Members  of  Washington  s 
surprise  the  Hessians  and  '*'^"  ^^°  appear  in  this 
capture  Trenton  More  production  are  Mitch  Graff  as 
specifically,  ,t  is  the  story  of  MaJ";  °jeH  "  Youne'"a''i 
voung  Lieut  James  Monroe  „,  .  ■  ,  ,  """"g  as 
(later  President!   who,  as  a   Washington  s       aide     ^nd 

green  17.ycar-old  fresh  from  L^l'!!"^..-    ^''"^  

William  and  Mary,  led 


sylvania"  finalist,  plays 
Wyncoop,  with 
)   in  the  role  on 

Friday  evenings. 


Shopping  Cei 
flou^e  206  &  518  Pnncelon 

Shows?  00  &  9  05 
Sal  &Sun  2  00.  7  00,  &  9  05 


The  Second  Gn?atest  Flyer  in  tlieW)rlcl 

BOBBKrIbDfOlD 


Mjj^li 


,:,15lh&  FINAL  WEEK -0 

STREISAND  &CAAN 

runny 
|ady 


■NOW/ THRU  TUES  ^j 

Maytw  be  would 
find  the 0ri... 

maybe  he  would 
find  hinueU. 


ch  of  Virginia  farm  boys  in 
the  raid  on  the  Hessian 
Armory  in  Trenton,  and  of  his 
romance  with  Christine 
Wyncoop.  of  Newtown.  Pa. 

The  music  for  "Crossing!" 
was     composed     and     or- 
chestrated   by    Pennington 
composer   Paiil   Hofreiter, 
graduate    of    the 


Moore;  Francis  Weber  as 
Lord  Stirling,  who  insists  he 
retain  his  title  even  though  a 
colonel  in  the  Continental 
Army;  Jeffrey  Keenan  as 
Colonel  George  Weedon;  and 
John  Moss  as  Colonel  John 
Glover,  who  leads  the  lan- 
dlocked sailors  whose  job  it  is 
to  ferry  the  army  across  the 

J      The   part  of  Judge   Henry 

"        11/..^^^^.^        if        r.]-...n^        K.-       T«m 


orga 


at      the 


ibyterian      Church 
Levittown,    Pa.,    and   directs 
the  orchestra  for  Neshaminy's 
summer    theatre  program, 
"Summer  Stock". 

The  book  and  lyrics  for 
"Crossing" 


/ife. 


appearing 

Nancy  Butts  plays  their 
outspoken  servant,  Tory- 
sympathizers  in  Newtown  are 
represented  by  the  pompous 
Right  Reverend  Homer 
the  work  of    Whitley  and  his  matchmaking 


s«e«e2#^^'«)^«»^«^:^ 


Theodore  Kloos,  the  director  w,ie_  These  roles,  the  only 
of  music  at  Neshaminy  High  [jon-histoncal  characters  m 
School,  and  Minister  of  Music  ^^  P'^^l^^/;^  performed  by 
at   the   First   Presbyterian    ?1°'"S^   McCorry  and   Kathi 

Church  of  Levittown.  Over  the   Jo™son.      

past  18  years,  he  has  been  the       ..     .,        r      .i,        ,  r 

director  of  more  than  45  ^^^^  °^  ^^'^  ^""  ^^ 
musical  productions  been  "Crossing!"  is  provided  by 
director  and  conductor 'for  the  ijfjf  t^tterdamalion  men  of  the 
new  series  of  high  school  ^^^^  Virgmia  Regiment,  led 
grand  operas  being  prepared  ^f  ^*'?'k^™o*''k%^  sergeant 
for  Music  Theatre  Inter-  P  ayed  by  Rich  Young,  with 
ilker  is  the  ^'^"^  Rmgold  opening  the 
tor  of  the  P';?duction  as  Sam  Browne. 
Other  members  of  the 
regiment  are  David  Prevost. 
Marty  Krzywanos.  David 
Young.  Paul  Soderbloom,  Jim 
Luce,  Reiner  Birkenstock. 
Tom    Fario.    Jim    Phillips. 


'RINCETOIM 

'the  RETURN  Of  the 
Pink  Panther 

PETER  SELLERS 


kA^Xi'Vi 


As  our  name  suggests  we  have  a 
wide  selection  of  fine  wines, 
domestic  and  imported,  vintage 
and  non-vintage;  some  in  color- 
fully decorated  bottles. 
Come  browse  at 


ait|t 


OleUar 


174  Nassau  Street 
(next  to  Davidsons) 


924-0279 
924-0273 


II  Free  DeUvery  Free  Parking 

■B  Open  9-9  Mon.  thru  Thurs., 

H  Fri&  Sat.  9  am  till  0  pm 


CROSSING! 

Biceniennial-hislorical  musica: 
Original  Book  and  Lyncs  by 
Ted  Kloos  and  Paul  Hofreiter 

June  19. 20, 21, 26, 27. 28 
(rain  dates:  June  22, 29} 


Tickets:  $2.50 
Students  under  1 2  $1 

Box  oflice  opens  4  00  p  nn 
performance  dates  only 
Phone  (609) 737-9721 
Curtain  time  8:30  PM 


Coming 

GUYS  AND  DOLLS 

Musical  Comedy 
July  3,4,5,  10,11.  12 


Tl\e  beautiful 
l|ere... 


Superb  Dining  Overlooking  the  Delaware 
with  Dancing  Nightly 

Luncheons  daily  12  to  3      Dining  6  to  1 1 

Sundays  1  to  9  Qosed  Monday 

and  THE  CLUB  is  open  nightly  for  drinks  and  dancing 

'Lambertville  at  the  New  Hope  Bridge        Res.  (609)  397-0897 


SUMMER  INTIME  SUBSCRIPTIONS: 

SI  is  pleased  to  announce  its  1975  season: 

OH  DAD.  POOR  DAD. 
•  MAMMA'S  HUNG  YOU  IN  THE  by  Arthur  Kopit  July  3,4,5,6.1 0.1 1,12.13 
CLOSET  AND  I'M  FEEUN'  SO  SAD 

.  CHARLEY'S  AUNT    by  Brandon  Thomas.  July  17.18.19.20.24.25.26,27 

.  THE  VOICE  OF  THE  TURTLE  by  John  van  Oruten 

July  31,  Aug.  1.2.3.7.8.9.10 

.  U  T  B  U.  [UNHEALTHY  TO  BE  UNPLEASANT]  by  James  Kirkwood 

Aug.  14,15,16,17,21,22.23,24 


.FILM  SERIES; 
.MIDNIGHT  CABARET: 
.THE  GOLDEN  GOOSE: 


33  Classic  films  starting  June  23 

Every  Sat.  night  at  midnight  starting  July  5 

A  Children's  Show,  Aug.  3,4,5,6 


and  introducinij  the 
>  SI  CHILDREN'S  WORKSHOP:  Sat.  mornings  starting  June  28 


ve  money  by  buying  a  season  subscripiion  to  the  Drama 
if  Film  Series  al  Summer  Intime  Crieck  our  prices 


THURSDAY/SUNDAY  DRAMA  SUBSCRIPTION: 
REGULAR  DRAMA  SUBSCRIPTION : 
FILM  SERIES  SUBSCRIPTION : 


$10 

$14 

$9 


nmer  Inlime  needs  your  suppon  A  season  subscftptidn  oHers  savings  lor  you  and  valuable 
or  us  If  you  want  to  help  more,  look  into  our  Patron  program  -  all  conlribulions  are  lax 
:tible 

CALL  452  8181  FOR  INFORMATION  AND  RESERVATIONS  OR  STOP  BY: 

^^H  ■  SUMMER  INTIME 

^^^  ■  HAMILTON  MURRAY  THEATER 

^^P I  PRINCETON,  N.J.   08540 

JOIN  US  THIS  SUMMER! 


SITAR 

India 

RESTAIRANT 

Rl.  27         Franklin  Park 
(201)297-9496 


INN 
cabaret 


friday 


9:30  &  11:30  pm 


ISeus  of  ihe  Theatres 


Mark  Ksiazawski.  Kann 
Hawkins,  Wayne  Reif.  Robbie 
Weiner,  Dan  Dvjak,  Mike 
Bulbenko,  Randy  VonOrach. 
Brian  Tepper,  Scotl  Crosbie. 
Kevin  McCormick.  Jack  Achs 
Wally  Cronin  and  Bill 
Meredith. 

The  show  is  directed  by 
Kloos,  the  author,  and  Jeffrey 


"The  Happy  Hooker" 

Hit  No.  2 

Die  Center-Fold  Girls' 

Shocker  No. 3 

"The  Resort  Girls" 

All  Rated  R 
Under  17  Not  Admitted 

Early  Bird  $2  carload 

Sun.  7-e  p.m.  $2  carload 

II  night  Mon-Tues 


^ 


Ada 

Neshaminy  High  School's 
"Green  Room"  productions, 
Hofreiter  will  conduct  the 
orchestra.  Delores  Boreth  has 
choreographed  all  the  musical 
numbers,  and  Jeff  Seip  is  the 
technical  director. 

PREVIEW  FRIDAY 

For  New  Cabaret.  The  Inn 

Cabaret,  the  new  weekly 
music  and  comedy  revue  in 
the  Ships  Room  of  the  Nassau 
Inn,  will  open  its  doors  to  the 
public  for  the  first  time 
Friday,  with  performances  at 
9:30andll:30. 

The  performances  are 
billed  as  a  "Gala  Preview" 
prior  to  the  start  of  a  six-week 
"mini-season"  on  Friday,  July 
4.  The  cabaret  will  feature  a 
different  show  each  week, 
presenting  musical  numbers 
and  comedy  sketches,  many  of 
them  written  especially  for 
the  cabaret. 

According  to  Director 
Daniel  F.  Berkowitz,  "we 
decided  to  have  a  'preview'  to 
give  people  an  idea  of  what 
kind  of  material  we'd  be  doing 
over  the  course  of  the  sum- 
mer. Also,  since  we  have  some 
writers  who  will  be  concocting 
things  especially  for  our 
shows,  we  thought  it  would  be 
good  for  them  to  start  trying 
out  their  ideas  as  soon  as 
possible." 
The  idea  behind  the  cabaret. 

according  to  its  planners,  is 
""to  provide  a  very  informal 
nightclub  atmosphere.  We 
want  to  make  it  the  kind  of 
place  where  people  can  come 
after  dinner  or  a  movie  and 
see  professional  en- 
tertainment without  having  to 
worry     about     getting    all 


Sale  and  Flea  Market  Set     ' 

A   supersale   and   flea 

market  will  be  held 
Saturday  from  10  to  4  by 
the  Prmceton  Balle't 
Society  at  its  studios,  262 
Alexander  Street, 

A  fund  raising  event  to 
support  the  Princeton 
Regional  Ballet  Company, 
wfiich  the  Society  main- 
tains, the  sale  will  include 
artwork,  children's  and 
adult  clothing,  sports 
equipment,  crafts,  tmoks, 
baked  goods,  white 
elephant  items  -  -  and 
helium-filled  balloons. 

A  special  item  to  be  sold 
is  an  afghan  made  by 
mothers  at  the  studio 
during  their  children's 
ballet  classes,  Refresh- 
ments will  be  served. 

To  reserve  tables  at  $10, 
call  921-7758  between  10  and 
noon  or  2  to  5. 


door  on  a  firsl-come,  first- 
served  basis,  with  the  room 
opening  one  half-hour  before 
each  show. 

OH.  DAD.  POOR  DAD... 

Intinie  Opens  July  3. 
Summer  Intime,  the  summer 
repertory  theatre  housed  in 
Murray  Theatre  on  the 
Princeton  University  campus, 
will  begin  its  eighth  season 
Thursday,  July  3.  with  a 
presentation  of  Arthur  Kipit's 
"Oh.  Dad,  Poor  Dad,  Mama's 
Hung  You  in  the  Closet  and 
I'mFeelingSoSad," 

The  company  of  10  will  also 
present  "Charley's  Aunt,"  by 
Brandon  Thomas;  "The  Voice 
of  the  Turtle,"  by  John 
vanDruten;  and  "Unhealthy 
To  Be  Unpleasant,"  by  James 


PEKING  EXPRESS 
RESTAURANT 

Authentic  Chinese  Cuisines 

31  Station  Drive 

Princeton  Jet,.  N.J, 

799-9891  or  799-3334 

Open  at  11  A.M. 


dressed  up  or  going  to  a  lot  of 
trouble  and  expense.  The 
ticket  prices  are  low  i$2) 
there's  plenty  of  parking,  and 
bar  service  is  available," 

Among  the  performers 
scheduled  for  Friday  are 
Larry  Cohen,  Steve  Fillo, 
Cynthia  Gooding.  Ann  Judson 
and  Rita  McDowell,  Don 
Boroson,  well-known  for  his 
work  with  the  Triangle  Club 
and  the  PJ  &  B  musicals,  will 
be  the  pianist.  Original 
comedy  material  is  bein 
written  by  Laird  White,  am 
Berkowitz  will  be  master  of 


FRESH  FLOWERS 

^    APPLEGATE  FLORAL  SHOP 

^l      47  Palmer  Sq  W.  924-0121 


1 


Hours  Monday-Saturday  9  to  5 


I    gi    ^    #     ^ 

y^      f^nnceton  Jea   yjaraen 
*      Chinese-American  Restaurant 


Y      ^^ 


Take  Out  Service  — 
Withefspoon  SI  Q24-21  45 


L36W 


THE  PEACOCK  INN 


20  Bayard  Lane  (Rt.  206) 


P-lnceton,  N.J. 


When  you  think  of  food  and  beverage  employees  ' 
you  think  of  capable,  fast  moving,  slightly  I 
disheveled  men  and  women  who  are  anxious  to  ' 
serve  you  and  other  customers  in  usually  restric- 
ted time  periods.  So  you  would  think  that  these  , 
people  would  be  especially  practical  and  "sen- 
sible" in  their  private  lives.  Not  so. 

Here  at  the  Inn  we  took  a  poll  and  discovered  that 
we  are  romanticists;  that  is,  believers  in  human  in- 
dividuality and  in  the  power  of  imagination.  We  are 
also  optimists,  altruists,  idealists  and  believers  in 
change  as  inevitable. 

Now  that  we  have  discovered  these  traits  in  our- 
selves, we're  beginning  to  wonder  about  our 
customers. 

Came  in  and  tell  us  how  you  are. 
We're  busy,  but  we  will  fefcn. 

At  luncheon,  dinner  or  cocktails. 
924-1707 


Open  to  the  public  for  pleasurable  dining. 

Its  what  s  behind  the  doors 
that  counts 

Forsgate  is  popular  .  .  .  last  year  Forsgate  served: 

206,040  meals 

consisting  o( :     30,522  in  the  golfers  grill 
43,876  lunches 
63,310  dinners 

68.332  at  Special  Functions,  such  as  banquets,  golf  outings, 
seminars,  and  wedding  receptions. 

43,028  rounds  of  golf 

on  36  holes,  riding  147  electric  goll  carts 
and  all  with  satisried  customers,  because  Forsgate  has 

125  + 

people  working  for  you  at  FORSGATE. 

there's  a  whole  world  of  things  happening  at .  .  . 

Country  Club 

Directly  at  Exit  8A  of  N.  J.  Turnpike  ■  Jamesburg,  N.  J.  08831  -Telephone:  201521^170 


The  Golden  Pheasant  Inn 

Cocktails  from  5  p.m.  —  Dinner  6- 1 1 

Open  Sunday  from  4  o'clock 

Solarium  open  for  dining 

River  Road.  Bucks  County.  Erwinna.  Pa. 

Reservations. .  .215-294-9595 

Lodging  upon  request 


X^ii  of  the  Theatres     Ms.  Brockway.  a  C.T.U.  audition;    no  previous  ex- 
.if-i«»  "J  momhor    roroivcd  her  oerience    IS   necessary     The 


CHAIN'S 

RESTAURANT 


Princeton  Shopping  Center 
CMBring  to  ALL  Kinds  of  Partin 


ARE  YOU  INTERESTED  IN: 

Becoming  a  Member  of  the 

Friends  of  Music  at  Princeton? 

Subscribing  to  the 
Princeton  University  Concerts? 

Please  write  to: 

Concert  Office,  Music  Dept. 

Princeton  University,  Princeton,  N.J,  08540 

Or  Phone: 

924-0453  before  July  1  or  after  Labor  Day 


'  Craft    * 

Takes  You 

To  The  Cleaners 

To  Save  You 

Money!! 

WE'VE  JOINED  THE  INFLATION 

FIGHTERS  TO  GIVE  YOU  THIS 

MONEY-SAVING  REBATE  PLAN 

HERE'S  HOW  IT  WORKS: 

1°^  25«OFF 

ANY  S2  50  INCOMING  DRY  CLEANING  ORDER 


YOU 
GET 

ANY  S3-50  INCOMING  DRY  CLEANING  ORDER 

YOU 
GET 

ANY  S5.00  INCOMING  DRY  CLEANING  ORDER 


5K0FF 

;OMING  DRY  CLEANING  OR 

$1.00  OFF 


SEE  us  FOR  YOUR  VALUABLE  COUPONS. 
TAKE  YOURSELF  TO  CRAFT  CLEANERS 
FOR  THE  DIVIDENDS 


Craft  Cleaners 


CARPETS  ARE  EXPENSIVE       1 
JE^CAR^^^jmXEANSTHEjj 

A  See  Our  ad  Page  8  4ft 


staff  member,  received  her  perience    is   necessary.    The 

theatre  arts  degree  from  the  group  has  not  yet  decided 

State  University  of  New  York  where  the  productions  will  tx- 

KirKwooa.                                  .  Purchase    Last  fall  she  staged 

The   Summer   imime  filna                    ^^^^^^   Theatres  The    Princeton    Twilight 

series,    a    collection  of  33  ^___,,.„, ,..„,„,.  «„„„=  ■ 

classic       films       in 


•Oh,  Dad  s"  directo 
Peter  Mark  Schifler,  comes  l 
Princeton  after  graduating  i 
the     Shubert      Fellow 


The  Princeton 
production  of  "Manv  Moons  ■■  Theatre  Company  is  a  non- 
Information  on  ■  auditions,  profit  group  and  any  proceeds 
performance  rates  and  will  be  donated  to  chanties, 
schedules  can  be  obtained  Contributions  of  wood,  paint, 
through  Creative  Theatre.  924-  muslin  or  other  set  materials 
3489  A  brochure  on  CreaUve  will  be  appreciated.  For 
Theatre's  summer  program  further  information,  call  921- 
for  children  and  adults  is  also  7179 
Directing  at  the  Yale  School  of  avaiiaoie 
Drama  He  has  studied  at  Ohio 
University  and  the  Juilliard 
School  of  Drama. 

The     director    v 
Georgme      Freedi 

Madame    Rosepettle.    and  season,    the   River':,    ^^b^         . 

Herbert    McAneny    as   Com-   Restaurant    in    Lambertville  J"^'',  ,,  ,  „  bo^ 

modore  Roseabove  Eric  has  announced  a  special  ^  7,a,h  eentarv  S^^  A 
Zwemer  will  portray  the  son,  dinner  policy  for  theatre-  ^^^ge  3JW  Xh  -q"ir^ 
Jonathan,     and     Kimberly   goers  '""fj    actine    and    singing 

Myers  will  take  on  the  role  of  Overlooking  the  Delaware  S?^,°  „?.  '"f  f„  "rhree  vea?^ 
•         babysitter,  ",  Rosalie,    at  the  New  Hope  bridge,  the  J'^^^^^^l"^  '3-,"^™  Z7y 

awards  as  best  musical  of  the 


CAST  SOUGHT 
nic^niiMTnirrrBP'n  for  Production  of  "Oliver." 

DISCOUNT OFFtRtD  rhoalre  Rv  The-T  ake      will 

Tn      ninnor     Thi>9trf>-r.npr^       1  hCa  irC-By  ■  1  OC-l^aKe        will 

ast  To^encorages'uppoVTtX  ^^^,11^^^,  ^Z'^VHt 
"- ?r'?.?r/,Lr.'f "^.Tf  Sf  mu's-iiroHvl"''  w'h[?h 
ith    the    tri 


BARRY 
PETERSON 

GUITAR 
IIBTIIUCTiai 

FFOUCflOCXbBUKS 


UBWKSTIEr 
CI-ZTH 


Edge 


Dad. 


In     the     Lower     Room 

Summer    Intime's    Midnight    Tuesday 
Cabaret  will  open  July  5  and    evenings, 
feature  a  program  of  songs 
and  music  from  the  1930s  to       Theatre-goers 


gh 


i  ;fe     jl  .y- 


.       Rosalie,  at  the  New  Hope  bridge,  the 

Philipp  Jiing  will  design  the  restaurant    will   deduct    10 

set  (or  this  production.  "Oh.  percent    from     the    dinner  _       Amone  its  rich  score  of 

runs  July  4.  5, 6,10.11.  checks  of  all  guests  who  show  V^^  Among  its  ncn  score  oi 

their   Playhouse    tickets    for  ^«^  ^     "^^who  Will  Buy'^ 

that  evenings   performance.  Neeas  me,       vvno  "  "  puy 

"      Dolicv  will  be  effective  and  "Consider  Yourself. 

policy  will  DC  ewetiive      ^^^^  between  the  ages  of  7 

nd  14  trying  out  for  Fagin's 
Band  are  asked  to  come  at 

ana  music   iioiii   uic   i^ws  lu  iiieaiie-guci  s    who   make   ^L„„iP*_„^„rt  at  B.-tn  and  mav 

the  ■70s    Members  of  the  SI  reservations  for  6  or  6:30  will  ^ /resume  a  phi^p^ 

company  and  guest  artists  will  be  assured  of  completing  their  Ting  a  resume,  a  photograph 

perform     in     this     weekly  dinner  in  time   for  the  8:30              """""'''' °"'''"""° 

program  of  music  and  comedy  mid-week  curtain.  The  River's 

in  the  Lower  Room,  adjacent  Edge  is  also  promoting  the 

to  Murray  Theatre.  area's  summer  theatre  season 

The  Cabaret  will  offer  a  by  offering  special  pre-theatre 

different    program       each  dinner    menus    for    larger 

Saturday  night  at  midnight  in  groups 

a      relaxed      atmosphere.  in  addition,  The  Club,  the 

Admission    is    $2.    with    a  River's  Edge  night  spot  on  the 

discount  for  those  who  have  Delaware,  is  extending  its 

attended  the  Saturday  night  mid-week   dancing   hours   to 

presentation  at  the  theatre,  provide     an     after-theatre 

Refreshments  will  be  sold.  gathering  place.  Chick  Cor- 

van's  Continentals  provide  the 

The       Summer       Intime  music  for  dancing  in  The  Club 

Children's  Workshop  still  has  on  week-nights  and  in     The 

openings    available    in    its  River  Room  on  weekends. 

Saturday    morning   program  The    Tony    Inverse   Trio 

for   children   ages   8-12.   The  moves  into  The  Club  on  Friday 

students  will  be  taught  by  and  Saturday  nights  to  2  a.m.. 

company  members  Winnie  giving  after-theatre  guests  a 
choice  of  dance  music  from 
the40'stothe70's. 


New  kind  of  tun 
right  at  your 
fingertips  - 

Play 
popular  piano. 

Sandy  Maxwell 
609-924-1983 


ji. 


A  eOORMET  CHINESE  RESTAURANT 

R)R  THE  TRUE  CONNOISSEUR  OF 


CHINESE  DELICACIES 

Onr  IN  Vinttin  ol  Iribwik  Pckjng.  Ucighli  S  SitcfcMn  Cynin* 

1342  Bninsiidi  in.  (at  U.S.  I.  Bninnick  Cirdc) 
IrCTton»2-II22 


m 


I  and  Lisa  Burns 
The  course  wilJ  introduce 
children  to  basic  techniques  of 
theatrical  presentation  and 
imaginative  improvisation, 
culminating  in  a  production  fjj^" 
fu^!^.^Ll!'^.^*l''^?r„io^   Theatre  Company,  conceiJed 


NEW  COMPANY  FORMED 
First    Production    in    July. 

Princeton      Twilight 


parents  and  friends. 
Registration  closes  Saturday, 
and  enrollment  is  limited.  The 
program  begins  June  28,  and  prM'ra''nTfo7rhes"ummer'The 
runs  for  eight  Saturday  company  states  that  its 
mornings  from  10-12.  The  cost  primary  goal  is  to  involve 
'^^-  many  people  in  all  kinds  of 

„       .  productions,  from  comedy  to 

Brochures        are        now    ^^rious   drama,    while   --- 
available  with  all  the  details 


MON  JUNE  23 

AT  ALEXANDER  HALL 

PRINCETON    UNIVERSfTY     8  PM 


about  the  Summer  Intime 
season.  Subscriptions  are 
offered  for  both  the  Summer 
Intime  Drama  and  Film 
Series.  Call  452 
reservations  and  Information 
or   write   Summer    Intime 

ilton    Murray     Theatre,    sHv^rst^ein 


ploring  new,  creative  ways  of 

taging  these  works. 
Already  cast  is 

iristophanes'  "The 

Congresswomen."    A    broad 


Princeton,  New  Jersey  08540, 
Inquiries  about  the  Children's 
Workshop  should  be  ad- 
dressed to  Kimberly  Myers, 
general  manager, 

A  tDITIONS  SCHEDULED 


\^J^   farce,  it  will  be  staged  as  an 

extravaganza.  The  play  is 

being    directed    by    Frank 

Richard 


Carlin,  and  will  be  performed 
on  July  11  and  12.  Anyone 
interested  in  working  on  the 
tech  crews  should  contact 
JackRomeat921-8641. 


Casting    for    the    second 
At  Creative  Theatre.  Actors,   production   of   two   one-act 
"gers.        dancers       and  pjgys   will    be  held   Monday 
ted    to  evening  at  8  at  156  Snowden 
Creative  Lane.  Everyone  is  invited  to 


musicians 
audition 

Theatre's  first  children's  play 
of  the  season.  Auditions  were 
scheduled  for  this  Wednesday 
and  Thursday  mornings  at 
10:30  at  the  Creative  Theatre 
studio.  33  Mercer  Street.  The 
play,  "You.  Alice  and  Me,"  is 
an  original  adaptation  of  the 
adventures  of  Alice  and  other 
childhood  fantasies. 

Technical  assistance  is  also 
needed  in  the  area  of 
costumes,  props,  set  con- 
struction and  stage 
management. 

The  play  will  tour  com- 
munity recreation  programs, 
day  camps,  and  schools  in  the 
Central  Jersey  Area  during 
the  month  of  July.  Director 
Amie  Brockway  announced 
that  rehearsals  will  be  held 
weekday  mornings  from  9:30 
to  12:30  beginning  next 
Monday. 


SUM 

^       SUGAR  HILL,  NH 


Enioy  a  panoramic  view  ol  the  VHhite  Mountains  A  Gracic 
Old  New  England  Inn  Excellent  lodging,  superb  dining 
Pool  -  Sporty  9-hole  Goll  Course  •  Tennis 


Reseniatlons:  Tel.  (603)  823-5522 
For  Princeton  Reference.  921  -6205 


f 


PERCUSSION  MUSIC 

30%  OFF 
House  of  Music 

2479  Pennington  Rd- 

iJw^A  So  olCirciel 
882-0083  Penningtoi 


Welcome  to  the  den  of 

*'^  Foolish 
Fox 

Now  Open 
Every  Day 

11:00a.m.  to  2:00a.m 

for  LUNCHEON  DINNER 
and  COCKTAILS 


=^ 


^ 


Food  Served  Until  1  00a  m 
Rt  206-3miles  N  of  Princeton 


609-924-0262 


ro^" 


Souzay's  assisting  artist  will  t 
^  pianist  Dalton  Baldwin.  " 
Mi  Maldwin.  who  has  toured 
,::.;  1  ecorded  with  many 
nii^Uiiuling  performing  ar- 
n-^iv  IS  well  known  to  Prin- 
ceton audiences.  He  appeared 
at  List  summer's  Art  Song 
P'eslival  as  accompanist  for 
DutL-h  soprano  EUy  Ameling 


Tickets    fo 


the 


rital. 


which  will  be  held  in  Bristol 
Chapel,  are  $3  and  are 
available  at  the  door  or  in  the 
Summer  Session  Office  on  the 
Westminster  campus.  A 
brochure  detailing  other 
concerts  on  the  Westminster 
Summer  Concert  Series  is  also 
available. 


4 
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MUSIC  FOR  YOUNG  PEOPLE 


'SAXY'  ARTIST:  His  principal  career  Is  that  of 
toonist  and  humorist,  but  Princeton  resident  Arnold 
Roth  also  piays  an  artlul  saxophor>e  with  his  "Public 
Service"  Dixieland  Jazz  Band.  The  group  will  perform 
next  Thursday  at  7:30  at  the  Princeton  Shopping  Cen- 
ter Mali. 


'TIANO 
TUNING    m 

Rtisnabli     ,.    ^     n?kn 
RjtM        /'  ^w 

WIUIAM  DARST      ^ 
4SM359  or  39&0671 


24th  Year 
JUNE  23  to  JULY  25 

INSTRUMENTAL  LESSONS  and 
ENSEMBLES  DAILY 


J 


Grades  5  - 1 2  at  Princeton  High  Sctiool 
Tuition  $60 

Registration  at  Princeton  High  School 
June  1 9,  20  from  9  am  to  3  pm 

For  information  or  Early  Registration  CaU 
S.L.  Friedman,  924-3225 


i-^^^^^^^T*^ 


MUSIC 

In  Princeton 


Won't  You  Please  Come 
Home"  make  you  leap  out  of 
your  seat,  better  bring  your 
own  camp  chair  or  safer  still  a 

blanket.       

BARITONE  TO  SING 
At  Art  Song  Festival. 
French  baritone  Gerard 
ROTH'S  DIXIELAND  SET  Souzay  will  present  a  recital 
For  Shopping  Center,  at  Westminster  Choir  College 
Arnold  Roth,  noted  Princeton  on  Thursday  at  8  p.m. 
cartoonist  and  humorist,  will  This  program  is  part  of  the 
mobilize  his  "Public  Service"  week-long  Art  Song  Festival 
Dixieland  Jazz  Band  for  a  free  now  in  progress.  More  than  60 
community  concert  at  singers,  voice  teachers,  and 
Princeton  Shopping  Center  accompanists  have  gathered 
Mall  on  Thursday,  June  26,  at  from  across  the  country  to 
7:30  hear  recitals  and  study  in 

A  professional  saxophonist  masterclasses    with    guest 
"off  hours."  Mr.  Roth's  group  artists. 

will  include  other  Prin-  Souzay  has  been  acclaimed 
cetonians  Sandy  Maxwell  on  as  one  of  the  world's  definitive 
pianoi'Marty  Bergin,  bass;  recitalists  and  orchestra 
Tom  Baird,  trombone.  Dick  soloists  One  of  the  most 
Klensch,  drums;  and  Jimmy  recorded  of  modern  artists,  he 
Gribbon.  imported  from  New  was  awarded  the  Grand  Prix 
York  for  the  occasion,  playing  du  Disque  for  his  recent 
lead  trumpet.  recording  of  Ravel  songs  for 

If  Chicago-style  swing  dixie  Phillips.  His  current  releases 
favorites  like  "Sweet  Georgia  include  the  complete  songs  of 


Poulenc  and  Faure. 


ELECTRONIC 
MUSIC  SEMINAR 

The  Department  of  Music.  Princeton  University, 
announces  a  non-credit  seminar  in  electronic 
music,  to  be  field  for  six  w/eeks,  li^onday  June  23, 
1975  througfi  Friday  August  1 ,  1975.  Tfie  seminar 
is  open  to  the  public  and  will  include: 

1 )  A  survey  in  ttie  history  of  electronic  music 

2)  Basic  acoustic  theory 

3)  Instruction  in  the  techniques  ot  electroniic  music  com- 
position using  ihe  Buchia  synthesizer  in  the  Princeton  Elec- 
tronic Music  Studio 

4)  Three  hrs/wk  private  sludio  inslrucllon  and  use 

51  Basic  concepts  ol  digital/analog  hybrid  and  digital  sound 

synthesis  systems 
Cost  of  the  seminar  Is  $100;  Includes  39  hours  ol  lecture 
and  private  Inslrucllon  time  and  two  rolls  ol  analog  tape. 
There  will  be  no  additional  costs. 

Maximum  numbei  ot  parliapants  accepted  18  (lour  openings 
remaining) 
Instructor:  Richard  Cann.  Assistant:  Michael  Dellarlo. 

For  lurttier  information  contact  the  Department  ol  Music.  Prin- 
ceton University.  452-4241  or  Richard  Cann,  921  -2048  after  5 


Tax  Free  Savings  NOW 


Money  for  Retirement  LATER 

start  an  Individual  Retirement  Account 
today  at  Princeton  Savings 

If  vou  are  not  covered  by  a  company  pension  plan  you  can  now  stait  your  own 
plan  at  Princeton  Savings  This  individual  Retirement  Account  "RAi  enabtes  vou  to  de- 
posit up  to  1S%  of  your  yearly  gross  earnings,  to  a  maxiinum  of  $1500.  and  every 
penny  is  tax  deductible 

in  addition,  interest  paid  to  your  IRA  will  compound  tax-free  Taxes  will  not  Dedue 
until  payments  are  made  to  you  at  retirement  when  your  total  income  will  almost 
certainly  be  lower 

Your  money  really  multiplies  in  this  tax  shelter  under  tne  iRA  plan,  you  would  ria\« 
almost  $114  000  at  the  end  of  50  years  based  on  our  current  regular  passbook  rate, 
and  even  more  if  invested  in  our  savings  certificates. 

Talk  to  a  savings  Counselor  at  Princeton  Savings  soon  apout  ^tting  up  your  ovw 
inriiv/irii  lai  pofirprnpnt  Arrniint  It's  the  oerfect  way  to  save  on  taxes  now  and  nave 
t?ionev  for  retSt  late^AT  PRiNOTON  savings,  your  ira  account  may  be  opened 
wm%  lThle  «  m  wditional  deposits  may  be  made  any  time  during  the  year 


m^ 


Princeton 
Savings 

AND   LOAN  ASSOCIATION 


I^ 


132  Nassau  Street,  Princeton   •    2431  Main  Street,  Lawrencevill 


VICTORIAN 

Garnet  Necklace 

and 

Earrings 

Closed  Saturdays 

59  Palmer  Square  West 
924-2026 


IT'S  NEW 

To  ll.s 


SAME 
DAY 

SHIRT 

SERVICE 

l/VASH-O-MAT 
259  Nassau  St. 

Behind 

Viking  Furn. 

921-9785 


ARTISTS  TAKE  NOTE 

Color  Wheel  Now  Open.  Last 
winter  after  a  15-minute  drive 
in  spit«  of  an  aching  back  to 
purchase  three  tubes  of  paint 
in  order  to  finish  a  class 
assignment,  art  major  Judy 
Masterson  decided  with  her 
teacher,  Pat  Hutchinson,  it 
was  time  to  do  more  than 
complain  about  the  dearth  of 
art  supplies  in  the  Hopewell 
Valley  area. 

"This  is  the  outskirts  of  the 
New  Hope  circle  of  artistic 
influence,"  said  Pat.  "Many 
local  people  paint  on  their  own 
and  yet  the  area  has  had  a 
need  for  art  supplies." 
However,  the  opening  of  their 
new  store,  Color  Wheel,  should 
fill  this  void. 

are  60  cents  each. 

While  both  women  speak  j^  all  fields  there  a 
enthusiastically  about  future  gtant  improvement 
plans,  the  present  emphasis  is    many  artists 


NEW  STORE  FOR  ARTISTS:  At  Color  Wheel,  Pen- 
nington's newly-opened  art  supply  store,  Pat  Hut- 
chinson measures  a  piece  of  canvas.  Several  types 
are  available  and  the  store  will  do  the  stretching  for 
you. 

lovely  birds  include  several 
con-  ducks,  a  whale  and  sand- 

and   pipers,  $10  to  $100. 

„,„.,j use  paper      Color  Wheel  is  also  planning 

painting   needs  for  the    palettes.  These  waxed  sheets   summer  art  classes.  Pat  will 


CHAPIN  SCHOOL 
SUMMER  SESSION 

Chapin  School,  Princeton  Pike.  Princeton,  New 
Jersey,  609—924-2449,  offers  a  six-week 
program  of  reinforcement  and  enricfiment  in 
language  arts  and  math  for  students  in  grades  1-8. 
The  summer  session  is  open  to  ail  students  of 
public  or  private  schools,  regardless  of  color, 
religion  or  national  origin.  It  is  designed  to  serve 
individual  needs  in  a  tutorial  or  very  small  class 
environment.  The  atmosphere  is  informal  and 
courses  in  arts  and  crafts,  typing,  and  literature 
enrichment  are  also  available. 

Summer  school  will  be  In  session  dally  from  9 
to  noon,  June  23  through  August  1 .  Enrollment 
may  be  made  by  applying  to  the  school  lielore 
June  23. 


beginner  to  professional.  They  make  for  an  easy  clean-up  job,  teach  both  drawing  and 
several  brands  of  anj  a  pad  of  50  9  x  12  sheets  watercolor  from  June  25  to 
painis,  such  as  Grumbacher  costs  only  $2.25.  Soon  to  come  August  1,  and  each  class  is 
and  Utrex,  and  a  complete  line  are  plastic  and  tin  palettes  limited  to  eight.  Then  in 
-'  -"' —  including  the  new  which  still  seem  best  for  August  Linda  Osborne  who 
While  Ule  prices  of    watercolors.  studied  at  the  Pennsylvania 

ind  acrylics  vary  Academy  of  Fine  Arts  and  has 

depending  upon  the  minerals  yvlde  Choice  of  Paper.  The  taught  several  previous 
nvolved,  the  watercolor  tubes  paper  selection  is  excellent,  classes,  will  teach  Landscape 
~~  ""'■^  including  sheets  for  water-  in  any  media.  Weather  per- 
color,  pastels,  charcoal,  mitting  all  work  will  be  done 
bristol  board  for  pen  and  ink,  outdoors.  Tuition  for  each 
and  mat  board  for  framing  class  is  $20.  Please  call  737- 
which  the  Color  Wheel  will  cut  1229  to  register, 
for  you  if  you  don't  care  to  do  Located  at  23b  West 
it  yourself.  Delaware  Avenue  in  Pen- 

The  watercolor  paper  comes  nington  (behind  the 
in  several  different  grades  Reynolds's  Shop),  Color 
ranging  from  18  cents  a  sheet  Wheel  is  open  Tuesday 
to  $130for  the  arches.  Pal  told  through  Saturday  from  9  to  5 
us  they  have  been  particularly  and  Wednesday  evenings  from 
interested   in   carrying   inex-   7  to  9. 

pensive  drawing   papers  for  

students  who  might  just  need         GIFTS  OF  ALL  KINDS 
a    few  sheets   and   certainly      At    Hopewell  House   Gift 
don't  wish  to  buy  a  whole  pad.  Shop.  Since  1971  Hopewell  has 
However,     pads    are    also   been  the  headquarters  for  a 
available.  national  wholesale 


Fabric,  Wallpaper 

and 
Window  Shades 

20%  Off 


Summer  Carpet 
Sale  Continues 


REGENT 

I  Floor  Covering  •  Carpet] 
Wallpaper  •  Shades 

Pennington  Square  Shopping  Center 

Route  31 ,  Pennington         737-2466 

Just  North  of  Pennington  Market 


There  are  also  blocks  of 
watercolor  paper,  which  saves 
the  time  and  effort  of  wetting, 
stretching  and  gluing  the 
paper,  and  as  in  the  individual 
sheets  many  grades  are 
available.  The  prices  vary 
with  the  grade,  but  a  nnedium 
quality  12  x  16  block  of  24 
sheets  costs  $6.75. 

For  oil  and  acrylic  painters 
there  are  canvases  (linen  or 
cotton  duck,  unfinished  or 
primed)  and  stretchers;  and  if 
you  like  the  Color  Wheel  will 
stretch  the  canvas  for  you.  We 
also  saw  pre-stretched  can- 
vases on  boards,  all  set  to  go, 
$2.60  to  $4.35;  and  for  the 
beginners  canvas  on  card- 
board. 

Other  supplies  include 
drawing  pencils;  palette 
knives ;  gift  sets  of  pastels,  oils 
or  watercolors;  the  Grum- 
bacher library  of  instruction 
books  which  includes  a  color 
compu  ter ;  lots  of  brushes ; 
pen  sets ;  and  beautiful  custom 
studio  easels. 

Future  plans  include  other 
art  areas.  Modeling  clay  is 
already  in  stock  and  the 
sculpture  tools  are  on  order. 
Then  to  come  are  ceramic 
glazes,  block  printing  needs, 
silk  screen  paraphernaha 
hard-back  art  oooksand  metal 
section  frames. 

Gallery  Space  Also.  Part  of 

the  store  has  been  devoted  to  a 
gallery  which  is  currently 
exhibiting  a  selection  of  Pat's 
works.  Flora  and  fauna  is  the 
theme  of  the  show  and  the 
selections  represent  her  wide 
use  of  mediums. 

Pat,  who  graduated  with  a 
Masters  in  Fine  Arts  from 
Penn  State,  has  taught  art  at 
Penn  State.  Ocean  County 
College,  Mercer  County 
Community  College  anfl 
presently  at  Trenton  State 
While  she  works  in  many 
areas,  she  says  "people  are 
my  favorite,"  and  she  will  do 
portraits  in  graphite,  pastels 
oroils,  $15lo$75. 

The  gallery  is  also  showing 
wood  carvings  of  waterfowl  by 
Harry    Hutchinson.    These 


rcmc 
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Marslr&Co. 

30  Nassau         924-4000 

Montgomery  Center 

924-7123 


Elegance  in  Linens  and  Gifts 

STONE'S  LINEN  SHOP 


Established  1908 
20  Nassau  St.      Princeton      924-4381 

Houre:  10  a.m.  to  5  p,m.  Monday  through  Saturday 


THIS  WEEK'S  SPECIALS 
TERRYCLOTH 

Polyester  Cotton 

DOTTED  SWISS 

1 2  colors  -  macliine  washable  -  permanent  press 

Reg.  $1.98  yd.  1.49  yd. 

65%  polyester/35%  cotton 

POPLIN 


F.C. 


Reg  $2.98 yd-    1  .98  yd. 


CUSTOM  MADE  SLIPCOVER 
SALE  CONTINUES 


Rt.  206  Montgomery  Center 
RockyHill,  N.J.  921-2294 

Summer  Hours  9:30  -  6.  Friday  eves  'III  9.  Saturday  III  5:30 


FURNITURE 

259  Nassau  St.  Princeton,  N.J. 
Phone  924-9624 

Free  Parking  In  Front  of  Our  Door 


i 


1 


Chinese 
Sandals 

IMPULSE 
CORNER 

Dons  Burrell's 
Beauty  Salon 

21  Leigh  Avenue 

(Closed  Monday) 


Engagements 
and  Weddings 


ENGAGEMENTS 
ikha 


Mi 


THE 

SECRET  HUG 

by 


Pamelas.  Pinkham, daughter 
of  Mrs.  Barbara  Pinkham.  u> 
Evergreen  Circle,  and  Roger 
Pmkham  of  Hoboken.  to  John 
Ezzo,  son  of  Mr.  and  Mrs. 
Henry  Ezzo  of  Trenton. 

Both  are  graduates  of 
Prmceton  High  School  and  are 
attending  Mercer  County 
Community  College  They 
plan  to  be  married  in  a  year 


Herman  and  Alaine  Jass.  77 
Poe    Road,    to  William    J. 
Ketelhut,  son  of  Mr,  and  Mrs 
William     F.     Ketelhut 
Elmhurst.  111. 

Both  are  June  graduates  of 
Brown  University.  Miss  Jass 


FAMILY 

PHOTOGRAPHY 
JOHN  SIMPSON 

924-8487  924-7341 


Glass  by  Tapio  Wirkkala 

THE  PRINCETON  GIFT  SHOP  jf^ 

13  Palmer  Sq.W.  924-0813  ]S^M 


Thomas  K.  McNeil 


Chapel  of  the  Bryn  Ma 
of    Presbyterian  Church. 


Mc  Neil-La  wson-Johnston 

iss     Wendv     H.     Lawsnr 

an"r:umna'orp?inceTo''n"Dry   Johnslon,  daughter  of  Mr.  and  | 

School,  majored  in  biological    "rs.     Peter     O.     Lawson-  ■ 

and    medical    sciences     Her   i"''"^"'"^^?.'''^   ^°*'*'  '?  I 

f,ance,  a  magna  cum  laude    ™omas  K.  McNeil    son  of  ■ 

eraduate      in     mechanical    '^''^    J     Robert  McNeil  of  ■ 

Ingineermg.  will  be  employed   Pmehurst    NC    formerly   of  ■ 

by  General  Electric,  Mebane,    Landlall,         Princeton-  | 

m'^  LawrenceviUe  Road,  and  the  ■ 

late  Mr.  McNeil;  June  14,  in  | 

^i       Trinity  Church.  ■ 

Mrs.  McNeil  is  a  graduate  of  I 
Forest   School 


N.C. 


Your  Old  Typewriter 
Is  Worth  $100.00 

(regardless  of  Make.  Condition,  or  Age!) 
Toward  the  purchase  of 

ANY  COMPACT  ELECTRIC  TYPEWRITER 

•  FACIT 

•  OLIVETTI 

•  SMITH-CORONA 

•  CITIZEN 


Your  Choice  of 


Margerum-Knapp 

Nancy   Margerum,   daughter 

of  Mr.  and  Mrs.  Frank  P.     ^  .   „,.„,„   ^„,i,„„ 

^-^S}--'  «.!;i'i°"  'l^'^b   husband,^l"sal^""lf^ 


to  Robert  L.  Knapp, 
Mrs    William  F.  Knapp  of 
Elizabeth   and   the   late  Mr. 
Knapp.   A   fall  wedding   is 
planned. 

The  bride-to-be,  a  graduate 
of  Rider  College  IS  employ^  Restaurant  in  Pmehui^t 

by  Information  Systems.  Her  

fiance,  an  alumnus  of  Seton       priedauer-Eikrem      I 
Hall     University    and    the    j      ^   Eikerem.  daught 


Her 

executive 
with  Spencer  Industries,  Inc. 
in  New  York,  is  a  graduate  of 
the  LawrenceviUe  School  and 
attended  Georgetown 
University.  He  is  the  former 
f    The    " 


SALES 

SERVICE 

RENTALS 


Princeton 
Business    Machines 

TYPEWRITERS 
COPYING  MACHINES  CALCULATORS 
OFFICE  FURNITURE    ADDING  MACHINES 


■  of 


lace  at  neck. 

Pink  -  petite, 

small,  nned.,  Ig 

23.00 

EDITH'S 

8-  lOChannbers 
Princeton   921-6059 


Uraversity  of  Wisconsin,  is  a  ^7  -^'^^  Mrs'.  Lei'  EikTem,  of  ■ 

market  analystatE.R.  Squibb  Qriggstown,       to       Robert  ■ 

&SonS-  Freidauer,  son  of  Mrs.  Mary  I 

TT^      ..      ,     J  Friedauer  of  Holmdel  and  the  ! 

Kianka-Robbms.  Miss  Linda  J^f^    Theodore    Friedauer;  I 

A.  Kianka.  daughter  of  Mr.  jy„g   j4    i^  the  Griggstowii  S 

and  Mrs.  Joseph  S.  Kianka  of  Reformed  Church.  Following  I 

Hopewell,    to    Douglas    C.  a  wedding  trip  through  New  fc 

Robbins,  son  of  Mr.  and  Mrs.  England     the    couple    will   ,, 

Chester   I.    Robbins,   also  of  reside  m  Eatontown.  ' 

Hopewell.  xhe  bride  is  a  graduate  of 

The  couple  were  graduated  pranklin   High  School  and 

from   Hopewell   Valley   High  attended  Wagner  College  The 

School.    Miss   Kianka    IS   a  bridegroom  is  a  graduate  of 

senior     at    Trenton     State  [^^  ggnk  High  School  and  is 

College    Her  fiance,  a  Rider  proprietor   of    Holmdel   Nur- 

College  alumnus  is  employed  ggries 

by  the  Federal  Government.  


U.S.  1 ,  (Princeton  Service  Center),  Princeton 
(609)  921  -3222 
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WEDDINGS 

Dayton-Slay  maker.    Mrs 

Samuel  Evans  Slaymaker  III, 
the  former  Margaret  Munro. 
daughter  of  Mr.  and  Mrs, 
Dana  Munro,  345  Harrison 
Street,  to  S.  Grey  Dayton  of 
Media.    Pa,,   June  7.   in  the 


H 


Lii\  akc  JcH  clcr's 
now  introduces  the  newest  uddition  to  its 
diamond  depiirtment.  Wc  call  it  the 
10  10  Plan.  It  is  a  special  diamond  pur- 
chase plan  that  allows  you  to  pay  as  little 
as  lO"*!  down  and  10%  for  9  months.  No 
credit,  interest  or  finance  charges  of  any 
kind. 

Finally. 

quality  diamonds  at  a  price 

you  can  afford. 


Johnson-Delano.  Miss 
Jenice  Johnson,  daughter  of 
Mr.  and  Mrs.  Lawrence  S. 
Johnson  of  Redwood  Citv, 
Cal  .  to  Richard  K  Delano, 
son  of  Mrs.  A.  Kelsey  Delano, 
729  Prospect  Avenue 
Extension,  and  James  K. 
Delano  of  Los  Altos  Hills,  Cal; 


June    1. 


the   Ma 
of 


■qua 


Transept  of  Princeton 
University  Chapel.  The  couple 
will  spend  the  summer  in 
Finland  followed  by  an  ex- 
tended period  in  South  Africa 
with  the  International 
Association  of  Students  in 
Business  and  Economics 

The  bride  graduated  from 
Sequoia  High  School,  attended 
Santa  Clara  University  and 
graduated  with  honors  from 
San  Jose  University  in 
January. 

A  Princeton  Country  Day 
School  and  Millbrook  School 
graduate,  Mr.  Delano  at- 
tended Rutgers  University 
before  entering  the  U.S. 
Marine  Corps.  He  is  currently 
in  the  Marine  Corps  Reserve 
with  the  rank  of  Captain.  He 
graduated  from  San  Jose 
State  University  with  honors 
in  1974 

Hall-LMIie.  Miss  Ludia 
Liilie,  daughter  of  Mr.  and 
Mrs  James  W.  Liilie  of 
Wellesley,  Mass.,  formerly  of 
Princeton,  to  David  L.  Hall, 
son  of  Mr.  and  Mrs.  Henry 
Hall  of  Fredericksburg,  Va  , 
June  7.  in  the  garden  of  the 
Liilie  home 

The  bride  attended  Stuart 
Country  Day  School  and  is 
enrolled  at  the  Museum  of 
Fine  Arts  School  in  Boston 
Mr  Hall  is  a  graduate  of  the 
New  England  Conservatory  of 
Music  in  Boston,  from  which 
he  received  a  master's  degree 
in  the  trench  horn. 


"Mon  Than  Juit  FInt  lho«" 


r^  Ricchard's : 


AMALFI 


TERPA - 

Vi/hite,  Hed.  Yellow 
Green.  Violet,  Navy  Call 
and  Blacl<  Patent 
$29 


GELLA • 

While,  Navy.  Green, 
Brown  Call  and  Blacl< 
Patent 
$27 


Weddings 


r~  Eliiabclh  C  SI  John. 
?  daughter  of  Mr  and  Mrs 
„- Charles  E  St.  John.  283 
*-  Prospect  Avenue,  to  Greg  P. 

•  Svkes.  V  M  D  .  son  of  Mr  and 

•?  S5''„'Hh '!^"'v''h  ■'i  n^/u.Lhl  Washington  has  produced 

■»  Windham.  N  H.;  June  14  in  the  ^.     .  i,*,..,,  i„  im-rir-:,  i 

*  Nassau  Presbvtenan  Church.  S^^/ilif 
The  bride  graduated  from  ^L/'^uih 


BICENTENNIAL  NEWS 

By  THE  TOWN  CRIER 
Box  1976,  Princeton,  N.J,  08540 

The  Anacostia  Museum  at  The  Smithsonian  Institute  in 
produced  six  copies  of  the  exhibition  of 
black  history  in  America  to  travel  throughout  the  country 
luring  1975. 

a  D-:      .       u-i.    ci I    ,„j      The  exhibition  relates  the  story  of  blacks  who  helped  ex- 

•  Princeton  High  School  and  .  _.^  conquer  and  settle  the  western  portion  of  the  United 
3  received  her  B.A.  degree  from  gj^,^  ,  ;;  j^^  ,5,^  century,  there  were  blacks  with  the 
p  Beaver  College.  She  was  Spanish  explorers  and  the  first  settlers  in  California  They 
-  employed  by  Short  and  Ford,  f^^^^^  towns  in  Kansas.  Oklahoma,  Nebraska  and 
-•architects  _,     .  ^  ,  Washington  Over  8,000  blacks  rode  the  cattle  trails.  There 

*  .u°'"^  *>'''■''!■  ^'"f'-VflK";    were  four  infantry  and  cavalry  units  in  the  US.  Army 

g-  the  Daniel  Hand  High  Schoo  jtj^re  were  black  government  agents,  marshals  and 
in  Madison.  Conn,  attended  homesteaders 
S  Cornell  University  and  j^^  Kinard.  director  of  the  Museum,  says.  "This 
g  received  his  doctorate  from  exhibition  has  been  created  to  spotlight  the  struggle,  the 
t  the  University  of  Penn-  achievements  and  the  competing  desire  that  we  continue  to 
»  sylvania  School  of  Veterinary   exploreandestablish  " 

•  Medicine.    He    is   associated       ^ ^^^^^^^ 

■S  with  the  Guilford  Veterinary  »^^-^^^^— ■^^^^^^■^^■^^^~~'^~~^^~ 
o  Hospital.  The  couple  will  in  September  from  Rider  Mutual  Insurance  Company. 
•-  reside  in  Madison,  Conn,  College,  where  she  is  a  fine  The  couple  will  live  in  Per- 
E  after  a  wedding  trip.  arts   major.    Mr.   Thompson    ndel. 


attended  Pratt  Institute  and 

was  graduated  from  Drexel 

Arlniello-Podhaisky.  Miss  University  with  a  B  S.  in 
Nancy  J  Podhai.sky.  daughter  p|,y.sics  and  a  B.S.  in  civil 
of  Mr.  and  Mrs.  Thomas  C,  engineering.  Currently  em- 
Podhaisky  of  Alliance  Neb.  ployed  as  a  research  engineer 
to  Alexander  J- Ariniello. '■"" 


Michel-Punnetl.  Miss 
Christine  A.  Punnett, 
daughter  of  Mr  and  Mrs. 
William  M.  Punnett.  14 
ky 


a    the  N  J    Depa  tmen    of   Washington 
of  Mr,  and  Mrs.  Alexander  A.  Trai^portatiorhe  win  attend    "'"■  '"  W-  B™"  *■  Michel, 
Arieniello   of    Boulder,   Col.;  graduate     school     at     the 
June   8.    in    the   Princeton  university  of  Miami  Rosen- 
Universily  Chapel  theil  School  of  Atmospheric 

A  graduate  of  Alliance  High  ^„a  Marine  Science  as  an 
School,  Mrs  Ariniello  is  a  1975  ocean  engineering  major 

graduate      of      Princeton  

University  where  she  majored  Montraslo-Pimloll.  Miss 
in  romance  languages.  A  Barbara  A  Pimlotl,  daughter 
provisional  member  of  the  of  Mr  and  Mrs  Thoma 
Junior    League   of   Cent"   ' 


I  of  Mr,  and  Mrs.  Avon  F. 
Michel,  Olympia  Street, 
Ferguson,  Mo  ;  May  24,  First 
Reformed  Church  of  Rocky 
Hill. 

Educated  in  Princeton 
schools,  the  bride  graduated 
from  the  Grier  School,  Tyrone 
Pa,  and  is  a  senior  at  William 
Woods  College.   Fulton,  Mo. 


.eague    of    Central   pimlnll    nf    Merrerville    to  "0«is   Loiiege.    ruiion,   mu. 

■  valley,  she  was  an  Wn^ent  A    Montrasio,  son  of  ""^.""^"^J"!  graduated  from 

assistant  teacher  at  Pnnceton  v,r    and  Mrs    Vincent  Mon-  McClure  High  School   in  St. 

Day  school  tlus  year..  .  .rasio  of  Belle  Mead;  June  .4,  !;r"r76'r?o-Pre  Univfrs^ ^f 


Mr  Ariniello.  an  alumnus  of 
;haminade     High     School. 

Mineola.  N.Y..  graduated  in  Mrs.  Montrasio,  a  graduate 
1973  from  P'''"'^P'o''  of  Villa  Victoria  Academy  and 
University  where  he  earned  a  g,  prancis  Hospital  School  of 
BSE  in  civil  engineering  He  IS  Nursing,  is  employed  by 
currently  completing  Hamilton  Hospital,  Her 
requirements  for  a  master  s  husband  was  graduated  from 
degree     in     transportation  villanova     University    and 


unusual  are  the  Rock  Creek 
metal  characters  made  with  a 
series  of  nuU  and  bolls.  They 
start  at  $1.50  for  a  caterpillar 
and  go  up  to  $11  M  for  a  most 
appealing  highsheel  bicycle 

Owner  Hunter  Corbelt  tries 
to  locate  out-of-the-ordinary 
gifts  such  as  clocks  made 
from  old  barnwood.  from 
$39.95;  and  Nature's  Notes  by 
Rachel  Home  A  naturalist 
and  artist,  Mrs.  Home  has 
designed  a  series  of  postcards 
and  notepaper  with  lovely 
pictures  of  seashore  birds, 
birds  from  the  woods  and 
firlds  and  small  animals-  all 
shown  in  their  natural  habitat, 
$1.50  for  10  notes. 

Especially  handsome  are 
the  handset  mosaic  picture 
frames  and  pill  boxes  by 
Regalo  of  Florence;  the 
natural  wood  cars  and  trucks, 
from  $2,50;  and  the  plexiglass 
(clear  or  brightly  colored)  key 
tags  which  can  be  per- 
sonalized. $5. 

With  the  oil  embargo  last 
year  the  cost  of  acrylics 
became  prohibitive,  and  so 
Mr.  Corbett  has  discontinued 
this  line.  However,  several 
pieces  ranging  from  a  wine 
rack  to  candle  holders  and 
from  a  small  table  to  a  dic- 
tionary stand  are  still 
available  at  excellent  savings. 
The  Florentine  leathers  have 
also  been  discontinued,  but  a 
lew  wallets  and  letter  openers 
are  still  available,  $3  and  $1 
nespectively. 

Located  in  the  historic 
Hopewell  House  Inn  which 
dates  from  colonial  times, 
Hopewell  House  Gift  Shop  is 
open  Monday  through  Friday 
from  10  to  5.  Saturday  hours 
will  resume  after  Labor  Day 


PRINCETON 
ART  ASSOCIATION 

Rosedale  Road 
921-9173 

CUSTOM  FRAMING 

f  K  1    Frame 
^^y^    Shoppe 

AHwork  done  on 
premises 

72  Wltherspoon  St. 
Ptlnclon                    924-2308 

OIL  PAINTING 

Wholesale  -  Reiail  Organrza- 
iions  tor  Funa  Raising   Diease 

GREAT  ART  SALES  CO. 
212-761-2221 

Anttquea 

AMERICAN  ANTIQUES  OF  THE  IIID1  anil  1  Wi  CENTURIES 

Ai  ihe  blinker  -  SERGEANTSVILLE,  NEW  JERSEY 
Six  miles  south  ol  Flemington  on  Route  523 

Wednesday  -  Sunday  1 2  to  5              Bob  Griffiths 

planning  at  Princeton  and       ^„,„ 

empJoyed  by  the  Middlesex  craduat 
County  Planning  Board,  After  Architect 

a  wedding  trip  to  Cape  Cod, 

(he  couple  wilJ  live  in  Prin 

ceton. 


It's  New  to  Us 


Jistributing  company 
specializing  in  unusual  gifts 
by  handcraftsmen.  Now  this 


G  h'V^^     f    company   has   converted  « 
5)cnooJ  or    poj-tjon  of  its  offices  into  a 


and  Planning. 


Miller-Rivers.  Miss  Evelyn    closeouts 

S.  Rivers,  daughter  of  Mr.  and 

Mrs,   Robert  J.   Rivers.  21 

Thompson-Liana.     Miss   Green  Street,   to  Bruce  J 

Gaiimarie  Liana,  daughter  of   Miller,  son  of  Mr.  and  Mrs. 

Mr.  and  Mrs.  RobertJ.  Liana.   Julius    G.    Miller    of    West 

Poor  Farm  Road.  Pennington,   Conshocken,  Pa.;  June  14.  at 


retail  outlet  store  carrying  the 
full  gift  line,  plus  some  special 


One  of  the  loveliest  selec- 
tions at  Hopewell  House  Gift 
Shop  is  the  nature's  jewelry. 
Real  leaves  and  marine  life 
are  dried,  preserved  forever 
with  an  18  karat  gold  finish. 


then     fashioned    into 


to    Paul    E     Thompson    of    the    home    of    the    bride's 

Trenton   son  of  Mr,  and  Mrs^   parents.  earrings,  pins  and  pendants 

Edward    B.    Thompson^  of      Mrs.  Miller,  a  graduate  of    you      can      choose      from 

nushrooms.    holly    I 


Pitman,  May  31.  in  the  First  Giassboro    Stale    College 

Presbyterian      Church      of  associated  with  the  Institute    cwkle  shells,  sand^dollal 

Titusville.  After  a  honeymoon  for   Research   and   Human 

on  Cape  Cod.  the  couple  will  Development  at  Educational 

live  in  Miami.  Fla.  Testing  Service.  Mr.  Miller,  a 

The  bride  attended  Boston  Cheyney  State  graduate,  is  a 

University  and  will  graduate  claims  adjustor   for  Liberty 


horses  to  name  just  a  few. 
priced  from  $6  to  $10  with  a 
special  dollar  savings 
currently  in  effect. 


Stop  Smoking  in  6  Days 

In  response  to  many 
requests.  The  Princeton 
Medical  Center  will  again 
sponsor  the  Five  Day  Plan 
to  Stop  Smoking.  Dr. 
Robert  Kreb.  Director  of 
Utilization  at  the  Medical 
Center  has  announced, 

■■Of  the  nearly  70 
people  enrolled  in  the  last 
program,  all  but  three  did 
stop  smoking",  said  Dr. 
Kreb,  "We  think  it  wor- 
thwhile to  sponsor  this  non- 
profit program  again  as  a 
service  to  the  public." 

The  next  session  of  the 
Five  Day  Plan  to  Stop 
Smoking  is  scheduled  for 
October.  Interested  per- 
sons are  asked  to  watch 
TOWN  TOPICS  in  the  fall 
for  dates  and  registration 
information. 


Women's  "Trophy  Deluxe' 
Tennis  Sneaker 


by  Pro-Keds 
$12.95 

in  white,  yellow  or  light  blue 


SUMMER  HOURS 

Mon-Fri  9-5;  Sat  9-12 


HULirS  SHOES 


140  Nassau  Street 


924-1952 


June  is  graduation  month, 
and  what  could  be  a  nicer 
remembrance  of  his  or  her 
alma  mater  than  a  hand- 
painted  watercolor  print  of  the 
campus.  Each  is  an  in- 
dividually rendered  water- 
color  over  lithographed 
penline,  nearly  the  same 
process  used  by  Currier  and 
Ives  100  years  ago.  More  than 
200  schools  are  included,  and 
they  are  available  either 
matted  or  framed,  $8.95  or 
$17-95  respectively. 

Also  available  are  many 
local  scenes  and  a  Bi- 
centennial series  that  includes 
Independence  Hall  and 
Washington  Crossing  the 
Delaware. 


No  matter  what  the  job  or 
hobby,  it  can  be  honored  with 
a  Crock.  These  are  hand- 
painted  Delaware  River  rocks 
(smoothed  and  shaped  over 
the  years  by  river  currents) 
that  artist  Ted  Ehman  turns 
into  amusing  and  colorful 
figures.  They  cost  $24,  and  for 
an  additional  $3  they  can  be 
personalized. 

Studio  Acrylics  has  also 
designed  professional  and 
sporting  figures,  such  as  a 
photographer  wrapped  up  in 
his  film  and  a  v.i.p,  relaxing  at 
his  desk,  $18  and  $30  There 
are  also  several  discontinued 
models  available  at  $10  each. 

From    Nuts    and    Bolts... 

Figurines  seem  to  have  a 
continuing  appeal  and  artists 
are  always  looking  for  new 
approaches.  One  ol  the  most 


PRINCETOH 


SEND  A  COPY 
TO  A  FRIEND 

Tell  the  Princeton  story  all  over  the  country.  Send  a  copy  or 
copies  to  friends  and  business  associates.  For  $1.75  we  will 
deliver  a  copy  by  First  Class  mail  anywhere  in  the  USA. 
With  it  we  will  include  a  gifl  card  from  you.  But  order 
now^  while  this  Bicentennial  Fact  Book  is  still  in  print. 
Copies  may  be  purchased  locally  for  one  dollar  eacn  at  Skirm's 
Smoke  Shop  on  Palmer  Square,  at  the  Chamber-of  Commerce, 
44  Nassau  Street  or  selected  stores  and  news  dealers  in  the  a 


'l^SJiy 


Lenhart  Publishing  Company    P.O.  Box  472    Princeton,  New  Jersey  0854 

Please  send copies  of  the  Princeton  Bicentennial  Fact  Book  to 

the  address  below  and  include  gift  card  in  my  name  as  lettered  below.  I 
enclose  $ to  cover  the  cost  of  same.  Use  separate  sheet  for  addi- 


Mail  to  . 


9  and  addresses. 


PRIZE-WINNING  BANNER:  Members  of  the  Hopewell  Valley 
with  banner  which  won  an  award  in  state  contest:  Kneeling 
zinskr  and  Mrs.  Elywn  Harp;  seated,  Mrs.  James  Godshall 
ler.  Mrs.  James  Keohane,  Mrs.  Robert  Van  Buren.  and  Mrs 


Club  on  the  day  of  the  Fete.  Princeton  Is  one  of  more  than 
The  tanks  of  helium  were  l.'OO  blood  bank.s  in  thellnited 
provided  by  RCA,  FMC,  and  -Slates  which  have  been  ac- 
Ihc  Princeton  Medical  Center  credited  through  this 
Matla  Yehuda,  one  ol  nearly  program  The  American 
40  young  people  who  cir-  Association  of  Blood  Banks  is 
culaled  the  grounds  as  roving 'he  nation's  largest 
salespeople  during  the  day  organization  comprised  o( 
sold  a  personal  total  of  240  community  and  hospital  blood 
Ixilloons.  taking  in  $120  for  the  hanks    and    transfusion   ser- 

Balloon  Tent  contribulion  for  ^'ces  

the  benefit  of  the  Medical     BLOOD  DONORS  SOtCHT 

""'"  In  Pennington.  The  New 

Jersey   Masons  will   have  a 
BI.OOD  PROGRAM  CITED    "Bloodmobile"    at    the   Pen- 

At  Medical  Center.  The' ninglon  Masonic  Temple.  131 
American  Association  of  Burd  Street,  on  Saturday  from 
Blood  Banks  has  announced  9  to  4  to  collect  blood  lor  use  by 
that  The  Medical  Center  at  the  New  Jersey  Masonic  Blood 
Princeton  has  been  accredited  Bank 

by  the  Association  for  another     Masons  are  urged  to  support 
two-year  period.  The  Medical  this  cause,  but  ■non-masorac" 
Center  was  first   accredited  blood  is  alsowelcome 
under  the  AABB  program  in 
1968.  The  act  certifies  that  the 
level  of  technical  and  ad- 
ministrative   performance 
within  its  blood  bank  meets  or 
exceed        the       standards 
established  by  the  AABB. 

The    Medical    Center    at 


THE  TREASURE  TROVE 


4-6HULF1SHST 
Princeton,  N.J. 
609-924-7254 


Welcome  Wagon  Club 
are  Mrs.  Chester  Rud- 
,  Mrs.  William  F.  Shaf- 
Chuck  Sirglonanr 


I 


guild  gallery. 


Princeton  gallery  of  fine  art 


Where  Framing 

Is 

An  Art... 

ART  •  POTTERY  •  FRAMING 

in  Hk  nontgoattr  itopping  cnlci .  rodiT  kill 

(609)921-8292 

Op«  7  Dni  Mai .  S«.  tlM,  Thai.  «d  hi  M.  a  J  pjB,  Smk,  in 


9  Spring  Street 


I 


THE 

JINGLESTONE 

GALLERY 

is  happy  to  announce  a  new  show 
featuring 

•  Marbury  Hill  Brown 

•  Barbara  Carlbon 

and 

•  Alexander  Farnham 

at  the  blinker.  Sergeantsville,  N,J. 
six  miles  south  of  Flemington,  on  Rt,  523 
(609)  397-0077  Open 

(201 )  996-6333  Wednesday-Sunday  1 2  lo  5 


R.  H.  KAHN 

Antique  Rugs  and  Textiles 
106  Alexander  St.,  Princeton 

A  tine  selection  ot  antique  rugs  from  Per- 
sia, tt\e  Caucasus,  China  and  East 
Turl<estan  is  always  available.. 

Hours:  Monday  through  Friday, 

9: 30  to  4: 30, 

Saturdays  by  appointment 

'lA  Daily  921-3753         Evenings  924-7523; 


The  Welcome  Wagon  Club  of 

Hopewell  Valley  has  installed 
new  officers  for  1975-76 : 
president.  Mrs.  Robert  Van 
Buren :  first  vice-president, 
Mrs  Chester  Rudzinski: 
second  vice-president,  Mrs. 
Elwyn  Harp:  recording 
secretary,  Mrs.  Chuck 
Sirgionanni :  corresponding 
secretary,  Mrs.  James 
Keehone:  treasurer,  Mrs. 
James  Godshall:  historian, 
Mrs.  William  F.Shaffer. 

Mrs.  VanBuren  represented 
the  club  at  the  State  Con- 
vention of  Welcome  Wagon 
held  in  Morristown.  A  banner 
made  by  Mrs.  William  Appel 
and  her  committee  was  en- 
tered in  a  contest  held  by  the 
convention  for  all  clubs  in  New 
Jersey  and  won  second  prize, 

The  Ladies  Auxiliary  of  the 
First  Aid  and  Rescue  Squad 
will  meet  Monday  at  8  at  the 
North  Harrison  Street 
headquarters. 

Lawrence  Senior  Citizen 
Club  2  will  meet  at  American 
Legion  Hall  at  12  noon  for 
games;  meeting  at  I.  Plans 
for  a  bus  trip  and  a  picnic  will 
be  discussed.     Refreshments 


TWINS  BORN 

In  Princeton  Medical 
Center.  Mr.  and  Mrs.  Marvin 
Carmen,  Hampton  Arms, 
Hightstown,  became  the 
parents  of  twins,  a  boy  and  a 
girl,  on  June  13.  The  babies 
are  among  15  boys  and  seven 
girls  born  to  area  residents 
last  week. 

Sons  were  also  born  to  Mr. 
and  Mrs.  Elliot  Rafkin.  363 
Bolton  Way,  East  Windsor; 
Mr,  and  Mrs.  William  W. 
Smith.  18  Preston  Avenue, 
Ewing;  Dr.  and  Mrs,  Krishna 
Vanguri,  33  Brooktree  Road, 
East  Wmdsor,  all  on  June  8; 
Mr.  and  Mrs.  Dennis  Mat- 
thies,  97  Randall  Road;  Mr. 
and  Mrs.  Edward  Zelezen, 
Princeton  Arms,  Cranbury, 
botb  on  June  9;  Mr.  and  Mrs. 
Thomas  Brady,  8  Andrew 
Street,  Old  Bridge,  June  10; 
and  Mr.  and  Mrs,  William 
Burkhart,  Deerfield  Park, 
Hightstown,  June  11. 

Also  to  Mr.  and  Mrs.  Wilson 
Obi.  238  Mount  Lucas  Road; 
Mr.  and  Mrs.  Eric  Perrine. 
Deerfield  Park  Apartments, 
Hightstown;  Mr.  and  Mrs, 
Rafael  Quezeda,  RD  1. 
Hightstown;  Mr.  and  Mrs. 
Leonard  Tylka,  1  Glen  Court, 
Monmouth  Junction,  all  on 
June  12;  Mr.  and  Mrs.  Girard 
C.  Miller  20-06  Fox  Run  Drive, 
Plainsboro;  Mr.  and  Mrs. 
Rickie  Joe  Rakes.  Prospect 
Place,  Monmouth  Junction, 
both  on  June  13;  and  Mr.  and 
Mrs.  Lawrence  Stanley,  187 
Canterbury  Court.  East 
Windsor,  June  14. 

Daughters  were  also  born  to 


Transcendental  Meditation 
will  be  the  subject  of  the 
program  of  the  meeting  of 
Princeton  Single  Parents, 
Chapter  387.  Parents  Without 
Partners.  Tuesday  at  8  at  the 
Nassau  Presbyterian  Church. 

Carol  Spears  of  Princeton 
will  be  the  speaker  on  what  is 
described  as  an  effortless 
technique  in  deep  rest  and 
relaxation,  resulting  in  in- 
creased energy  and  creativity 
in  (|aily  life.  Ms,  Spears,  a 
disciple  of  Maharishi  Mahish 
Yogi,  has  taught  Tran- 
scendental Meditation  for 
three  years,  and  is  a  founder 
of  the  Center  in  Darien,  Conn. 

Coffee  and  dessert  will  be 
served.  All  newcomers  are 
invited  to  attend.  Princeton 
Singje  Parents  is  a  group  of 
adults  who  are  unmarried, 
widowed,  divorced  or 
separated.  Programs  em- 
phasize the  support  the  group 
can  give  each  individual 
parent. 

For  further  information  call 
Arline  Mulry  448-9418,  days; 
Bill  Teasdale.  443-3544  or  Judy 
Miller,  921-7640.  evenings. 


nd     Mr 


Raymond 
Durling.  Dorchester  Arms, 
Cranbury;  Mr.  and  Mrs.  E. 
Stanley  King.  9  Pershing 
Avenue,  Hightstown.  both  on 
June  8;  Mr.  and  Mrs.  Anthony 
Coppola.  27  Pine  Knoll  Drive. 
Lawrence,  June  9;  Mr,  and 
Mrs.  Lawrence  Michaels,  8 
Jeffrey  Lane,  East  Windsor; 
Mr.  and  Mrs.  Gerald  Pollack, 
Lawrence  Court  West,  both  on 
June  10;  and  Mr.  and  Mrs. 
Edward  Cipko,  95-7th  Avenue, 
Trenton,  June  12. 

BALLOON  STORY  ENDS 

Contest  Winner  Announced. 

On  June  2,  a  balloon  was  found 
in  a  back  yard  in  Westport, 
Conn.,  which  had  traveled  for 
two  days  and  over  100  miles 
from  its  launching  at  the 
Great  Fete's  balloon  send-off 
on  May  31,  The  lucky  launcher 
was  Philip  Joiner,  3226  Not- 
tingham Way,  Mercerville, 
who  wins  the  transistor  radio 
donated  by  The  Forer 
Pharmacy.  160  Witherspoon 
Street. 

A  balloon  bought  at  the  Fete 
by  Monica  Hauser  and  later 
released  from  her  home  on 
Clover  Lane  actually  traveled 
further,  but  was  not  eligible 
for  the  prize  because  it  was 
not  launched  from  the  Fete 
grounds.  (Monica's  balloon 
was  found  in  Orient,  Long 
Island,  on  the  edge  of  the 
Sound,  about  200  miles  from 
Princeton, ) 

Approximately  2600 
balloons  were  filled  with 
helium  by  a  dozen  volunteers 
from  the  West  Windsor  Lions 


16x20 

top  price 

15.00 


Super  Sale 


companion 
special 
price  for 

mat,  glass 
fit 


200  FRAMES 

From  June  23 
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s  Princeton  Area  Residents  Are  A  warded  Diplomas 
J  And  Degrees  at  Many  Commencement  Exercises 


T-  The  month  of  June  has 
oj'brotight  diplomas,  degrees 
»-  and  awards  for  academic 
®  achievement  to  numerous 
3  residents  of  the  Princeton 
"*  community, 

^  Mr  and  Mrs  Raymond 
■S  Bowers.  88  Russell  Road. 
2  attended  two  graduations  this 
^  spring  Their  daughter.  Julia 
t-  Bowers  Coale,  received  her 
r  doctor  of  law  degree  from 
~*  Golden  Gate  University.  San 
Z  Francisco  She  has  accepted  a 
c  position  with  Davis,  Polk  & 
o  Wardwell  inNew  York 
•  Their  son,  Lewis  C.  Bowers. 
£  graduated  from  Yale.  He' 
^  received  the  F  L,  Rockefeller 
.  Award  for  highest  academic  ■ 
g  achievement  in  the  school  of 
a  administrative  science. 


*~     Robert  E.  Mele.  son  of  Dr 

Sand  Mrs  Howards  Mele.  988  Jean  O.  Schlut*r.  daughter 
©Kingston  Road,  was  one  of  410  of  FrMSchluter  of  Lewisburg, 
*~ students  who  graduated  from  Pa.  and  Mrs  William  S  Field, 

Norlhfield    Mount    Hermon  256      Edge 

School    He  will  attend  Har-  received  he 

vard  in  September. 


daughter  of  Mr  and  M 
Francis  J  Dorsey.  Roll 
Hill  Road.  Skilli 
a  B.A,  in  Art.  as  did  Robert  s. 
Holt,  son  of  Mr.  and  Mrs 
Philetus  H,  Holt  III.  3472 
lie  Road.  Pamela 
Hughes,  daughter  of  Mr.  and 
Mrs  John  B  Hughes.  604 
Kmgs  ton-Princeton  Road, 
ed  a  B.A.  in  history  and 
was  a  member  of  the  fencing 
team.  Diane  C.  Jass.  daughter 
of  Mr.  and  Mrs.  Herman  E. 
Jass,  77  Poe  Road,  received  a 
B  S,  in  biology. 

Paul  DeCastro.  son  of  Mr 

and  Mrs  Edgando  DeCaslro, 
388  Terhune  Road,  was 
awarded  the  bachelor  of  arts 
at  Drew  University's 
107th  Commencement.  A 
graduate  of  Princeton  High 
School,  he  plans  to  attend 
graduate  school  at  George 
Washington  Ui 


Four  area  residents 
graduated  at  the  110th 

mencement  exercises  at  the 
Peddle  School  Brian  M. 
Cooke,  son  of  Mr.  and  Mrs. 
Bernard  A,  Cooke,  87 
Rollingmead.  will  enter 
'■  iiversitv  in  the 
fall  Andrew  J.  Ford.  Ill,  son 
of  Mr  and  Mrs.  Andrew  J. 
Ford,  Jr  Quaker  Road. 
Princeton  Junction,  will  enter 
Flagler  College  in  the  fall , 

Josephine  A.  Putnam. 
daughter  of  Mr  and  Mrs. 
Frank  W,  Putnam  of  Sher- 
hrook  Road.  Princeton  Jun- 
ction, has  been  accepted  at 
Nichols  College  for  the  fall. 
Graduating  with  high  honor 
was  Claire  E.  Walton. 
daughter  of  Mr,  and  Mrs. 
Frank  J.  Walton  of  Cranbury 
Road,  Princeton  Junction. 


Graduating  cum  laude  from 
Bucknell  University  was 
David  Weiner,  son  of  Mr.  and 
Mrs.  Arthur  Weiner,  25 
Carnegie  Drive. 

Receiving  a  B  A  degree 
from  Agnes  Scott  College. 
Decatur,  Ga  was  Melissa 
Anne  Stretch,  daughter  of  Mr 
and  Mrs    James  C.  Stretch. 


B  A.  degree  in 
urgan  studies  from  Wheaton 
College,  Norton.  Mass. 


Dr.       Charles       Gilvarg. 

professor  of  biochemistry  at 
Princeton  University  and 
specialist  in  intermediary 
metabolism  and  enzyme 
chemistry,  has  received  a 
citation  for  outstanding 
professional     achievement 

_^ ^  ^    from  the  Cooper  Union  for  the 

135  CrestvTew  Drive  She  Advancement  of  Science  and 
majored  in  history'  and  Art.  A  1948  Coope-  "-  " 
political  science 


graduate 


stry       fron 


PhD 


University  of  Chicago,  Dr, 
Gilvarg  came  to  Princeton  as 
a  professor  of  chemistry  in 
1964  after  teaching 

biochemistry  at  the  N.Y  U 
School  of  Medicine  for  10 
years.  In  1970  he  was  ap- 
pointed the  first  chairman  of 
the  Department  of 

Biochemical  Sciences,  which 
he  had  been  instrumental  in 
founding, 

Dr  Gilvarg's  citation  stated 
(haf  he  was  admired  at 
Princeton  for  "a  vast  scien- 
tific knowledge,  an  awesome 
nicmory  and  an  unswerving 
Lnmmitment  to  the  highest 
>-!.in(kirds  of  performance  and 


.-Hlrnl 


Five 


ethi< 


of  240  Hartley 
Dr  Gilvarg  is 
and      has      four 


residents  were 

ng    the    1300   receiving 

applied  science  degree  from  degrees  from  Brown 
Sullivan  County  Community  University  Hayward  H. 
College  was  Patrick  A.  Cor-  chappell.  Jr..  son  of  Mrs 
vino,  son  of  Mrs,  Margaret  Patricia  Chappell,  110  Lin- 
Corvino.  131  Jefferson  Road,  wood  Circle,  and  Havward 
He  also  received  the  Jenny  Chappell,  51  Lovers  Lane. 
Grossinger  Award  for  the  received  a  B.A  in  an  in- 
student  who  showed  true  dependent  concentration.  He 
hospitality  potential  and  the  was  a  member  of  various 
Frohman-Koppel  Award  for  theater  groups,  including  Sock 
overall  excellence  in  the  hotel  and  Buskin  and  Production 
department  Workshop, 


SPRING'S  ARRIVED  AT 


ROSEDALE  MILLS 

Complete  GardenTnij  Shop 

'W  BUY  NOW!     Cjd' 


For  Your  Garden: 


VERMICULITE 


POTTING   SOIL 
•    POTS    &   A! 
>   FREDONIA   SEEB   RACKS 


PEAT    POTS 


•    SOUTHERN    GREENS   AND   HERB    SEED    RACKS 
5-10-10   AND    5-10-5    FERTILIZERS  ■    ONION    SETS 


SEED  POTATOES 


For  Your  Lawn: 
scorrs  halts  plus  (For  march  spreading) 

PREVENTS    CRABGRAaS    &    FERTILIZES    LAWN 
.    10-6-4    &   5-10-10    FERTILIZERS 


•  CLAY  POTS 


•  ROTO-TILLER  RENTAL 


ROSEDALE  MILLS 


Hi  31  i  W.  Mnirt 
737  2001 


it  stiLI  costs  less  than  you  think. 


Go  ahead.  Pick  up  your  phone  and  call  anywhere.  Our  low  weekend  and 
late  night  rates'offer  you  low  cost  wherever  you  call.  How  can  we  do  it? 
Because  we,  with  our  Bell  System  partners.  Western  Electric  and  Bell  Labs, 
keep  conning  up  with  innovations  and  improvements  that  work  to  keep 
rates  low  while  improving  your  phone  service.  Remember,  ^«cv 
a  leisurely  long  distance  call  still  costs  less  than  you  think.    vS/  New  Jersey  Bell 


•  All  calls  chargea  using  the  60%  dis 
Sun  thru  Fri  1 1  p  ni  toSa  m  Dire 
credit  card  coiled  third  number  b 


direct  dialed  interstate  calls-all  day  Sat ,  Sun  8am  toSpm. 
do  not  apply  to  calls  to  Alaska  or  to  operator  assisted  calls  such  a 
)-oerson  and  com  phone  calls  to  other  states 


N*M.s  of  the  Theatres 

and  a  prepared  selection  of 
music  with  which  to  audition. 
Tryouts  will  take  place  in 
Geiger-Reeves  Hall  on  the 
Peddle  School  campus.  South 
MainStreet  in  Hightstown. 

Theatre-By-The-Lake  is  also 

looking       for       backstage. 

•echnical  crew,  properties  and 

1    crew.    For   further    in- 

Jnation.   call  443-4544   bet- 

-^■en  7  and  9  any  night  except 

aturday, 

GARDEN 

Jaws.  If  you  are  one  of  the 
few  who  hasn't  read  Peter 
Benchley's  best-selling  book 
"Jaws."  you  are  m^ing  a 
mistake  if  you  think  you  can 
fill  in  the  gap  by  seeing  the 
movie  which  begins  a  long-run 
stay  at  the  Garden  this  week. 

The  sex  in  the  novel  has 
been  eliminated.  So  has  most 
of  the  gore.  W>iat  has  been 
effectively  retained  is  the 
story  of  a  shark  that  kills  one 
swimmer  and  terrorizes  a 
Long  Island  beach  resort 
community  and  the  men 
committed  to  finding  and 
destroying  the  big  fish. 

Despite  the  reworking  of  the 
novel  by  Hollywood,  author 
Peter  Benchley.  a  Princeton 
resident,  reports  that  he  likes 
what  the  moviemakers  have 
done  with  his  book.  So.  too. 
will  most  of  those  who  see  the 
film 

The  suspense  between  the 
meeting  of  the  shark  and  those 
>.v:ommitted  to  killing  it  builds 
lo  an  almost  unbearable 
'Jppgree.  And  director  Steven 
S^Jelberg  receives  fine  per- 
ft)rmances  from  the  three 
main  male  characters  in  the 
film. 

Roy  Scheider  is  Brody,  the 
police  chief  of  the  community, 
who  bears  the  burden  of 
responsibility  for  protecting 
the  people;  Richard  Dreyfuss 
is  a  young  shark  expert  who 
joms  in  the  search  for  the 
shark;  and  Robert  Shaw  is  a 
veteran  shark  fighter  who  has 
a  fatal  confrontation  with  the 
shark. 

After  a  suspenseful  buildup, 
none  can  match  the  real  star, 
however 

None  can  match  the  real 
star,  however.  After  a 
suspenseful  buildup,  when  the 
shark  finally  strikes  the  4th  of 
July  bathers,  the  heart- 
stopping  terror  is  real. 

To  portray   the  killer,   the 
studio     constructed     three 
mechanical  models  operated 
by  compressed  air  and  used 
actual    footage    from    un- 
derwater shots  of  the  great 
bite  shark.  In  sum,  though 
edone.  the  movie  is  just  as 
;ood  as  the  book. 
PRINCE 
I      Night     Moves.     Director 
'  Arthur  Penn's  ability  to  bring 
L  contemporary   meaning   to 
I*  time-honored  movie  styles 
was    demonstrated    by   his 
'treatment  of  gangsters  in 
■"Bonnie  and  Clyde"  and  epic 
Western  heroes  in  "Little  Big 
Man." 

In  "Night  Moves"  he  turns 
his  attention  to  the  detective 
story  but  the  raised  ex- 
pectations are  not  met  this 
time;  only  Penn's  loyal 
\  following  will  be  happy  with 
,  this  film. 

Penn  is  incapable  of 
directing  a  simple  story.  In  his 
ambitious  attempt  to  achieve 
intellechial  significance,  he 
Ignores  the  traditional  con- 
cern of  "Who  did  it?"  in  favor 
of  speculating  on  the  im- 
plications of  "What  difference 
does  it  make?" 

Gene  Hackman  is  a  Los 
Angeles  private  eye  hired  by  a 
boozy  ex-movie  actress  (Janet 
Ward)  to  locate  her  missing 
.-Ifiughter.  In  the  course  of  his  ■ 

'V'^ch,  Hackman  stumbles  ■ 
cross  several  corpses. 
Figuring  in  his  suspicions  are 
the  girl's  wealthy  stepfather. 

I    the  latter's  mistress  and  an 

i   aRing  movie  stuntpian. 

This  scenario  should  have 
^■en  able  to  sustain  a 
iRukable  thriller,  but  the  plot 
isn't  allowed  to  develop. 
Suspense  is  totally  abandoned 
;    ini    extended    periods    while 


■Jaws"  Benefit  Planned 

Princeton  will  be  the 
scene  of  a  world-premiere 
of  "Jaws."  There  will  be 
two  showings  of  the  Peter 
Benchley  film  at  the 
Garden  onFriday-the  first 
an  8  o'clock  benefit 
premiere  with  an  in- 
troduction by  the  author 
and  a  dance  following. 

Reservations  at  $17,50  of 
which  $14.50  is  tax 
deductible,  may  still  be 
obtained  by  calling  924- 
8034.  A  second  showing, 
which  will  also  benefit  the 
Retinitis  Pigmentosa 
Foundation,  will  be  held  at 
10:30,  Tickets  may  be 
obtained  at  the  RP  office, 
12  Nassau  Street,  or  at  the 
box  office  for  $5, 

RP  is  an  eye  disease 
which  may  lead  to  blind- 
ness for  many  young 
people.  No  medical  or 
surgical  cure  or  treatment 
is  presently  known.  The 
Retinitis  Pigmentosa 
Foundation  disseminates 
information  to  victims  and 
their  families  and  coor- 
dinates research  nationally 
and  internationally  in  an 
effort  to  find  the  cause  or 
cure  of  this  disease. 


Penn  and  Alan  Sharp,  who 
wrote  the  screenplay,  explore 
the  alienation  that  seems  to 
have  afflicted  every  character 
in  the  film,  Hackman's 
estrangement  from  his  wife 
and  his  distaste  for  his 
profession  receive  central 
attention. 

Eventually,  the  film  returns 
to  the  scene  of  the  crime  and 
implicates  most  of  the 
characters  in  a  smuggling 
conspiracy,  but  the  extent  of 
the  collusion  is  never  made 
clear;  a  million  plot  threads 
are  left  hanging. 

Only  those  who  like  fUms 
that  end  in  obscurity  and  Gene 
Hackman  fans  will  find 
"Night  Moves"  worth  the 
effort,  Hackman  gives  a 
superb  performance.  The 
title,  incidentally,  is  a  pun  on 
'knight  moves,'  refenng  to 
Hackman's  preoccupation 
with  chess. 

MONTGOMERY 

The  Great  Waldo  Pepper. 

Director  George  Roy  Hill  in 
his  first  film  since  "The 
Sting"  has  lovingly  evoked 
another  chapter  of  mythical 
America  in  "The  Great  Waldo 
Pepper,"  teaming  again  with 
Robert  Redford. 

Redford  stars  as  a 
daredevil,  barnstorming  pilot 
of  the  1920s,  one  of  the  last  of  a 
dying  breed  who  didn't  let  the 
Armistice  keep  them  from  the 
challenge  and  freedom  of  the 
duds. 

Free  spirit  that  he  is, 
Redford  refuses  to  look  reality 
and  an  era  that  is  rapidly 
passing  him  by  squarely  in  the 
eye.  As  planes  become  more 
commonplace,  barnstormers 
find  it  increasingly  hard  to 
rustle  up  a  crowd.  After  a 
while,  even  stunts  like  wing- 
walking  fail  to  excite  the 
voracious  public. 

There  is  a  tragic  accident 
that  leads  to  Redford's 
suspension  and  he  winds  up  as 
a  stunt  pilot  under  an  assumed 
name.  Before  the  film  ends  he 
must  choose  between  jail 
below  and  the  eternal  freedom 
of  the  clouds. 

The  film  falters  when  it 
becomes  involved  in  this 
celestial  philosophizing,  but 
what  more  than  saves  it  are 
the  breathtaking  aerial  stunts- 
-  wing-walking,  dogfights, 
auto-to-airplace  transfers,  a 
hop  from  the  wing  of  one  place 
to  the  wing  of  another  while  in 
midflight.  All  are  flawlessly 
executed  and  devoid  of  any 
corner-cutting. 


V4B  Deliver  \ 
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GIFTS,  GIFTS,  GIFTS 

AT 
WEST  WINDSOR  STATE  BANK 

WHERE  YOU'RE  A  NEIGHBOR  NOT  A  NUMBER 


GRAND 
OPENING 
CELEBRATION  R 


VW 


^ 


94  Nossou  St. 
I  924-0031 


''■  i 


SATURDAY,  JUNE  28th 

9:00  AM  -1:00  P.M. 
FREE  GIFTS  FOR  DEPOSITORS 

SIMPLY  OPEN  A  NEW  ACCOUNT  OR  ADD  TO  AN  EXISTING  ONE! 
SELECT  A  GIFT  FROM  CATEGORIES  SHOWN. 


•MINIMUM  BALANCE  FOH  FREE  GIFT  MUST  REMAIN  ON  DEPOSIT  FOR  ONE  YEAR     ONE  GIFT  TO  A  DEPOSITOR 

(Vieet    Bob  Tucker  Steve  Zabel 

N.Y.  Giants  PhUa.  Eagles 

Free  Autographed  Pictures 
&  Posters  While  They  Last 

plus    •  Treasure  Chest  Of  Gifts        •  Coffee,  Soda,  Donuts 
•  Penny  Game       •  Sports  Cards        •  Free  Souvenirs 


WERE  EASY  TO  REACH! 


West  Wirwfsor  Sun  B«nk 


Washmgion  Rd 

799-3456 


Mondsv  Thursday  9 


Three  Dartmouth  College 
alhletes  from  Princeton 
played  prominent  roles  for  Big 
Green  sports  teams  this 
spring,  Vicki  Austin,  daughter 
of  Mr  and  Mrs  Francis 
Austin  of  North  Road,  as 
captam  of  the  women's  tennis 
team,  played  number  one  in 
both  smgles  and  doubles. 

Jack  Reeder.  son  of  Mrs 
Cornelia  Reeder  of  141  Hun 
Road,  led  the  freshman 
lacrosse  team  in  scoring  with 
13  goals  and  11  assists  m  nine 
games  Mark  Solomon,  son  of 
Mr.    and    Mrs.    Robert    J. 


Solomon.  51  Braeburn  Drive. 
was  on  the  freshman  lacrosse 
team,  scoring  eight  goals  and 
seven  assists, 

Dorothy  L.  Andres. 
Administrator  of  Outdoor 
Advertising.  Permits  and 
Highway  Markings  for  the 
Department  of  Transportation 
has  been  selected  to  par- 
ticipate in  the  Mid-Career 
Program  of  Princeton 
University's  Woodrow  Wilson 
School  of  Public  and  Inter- 
national Affairs  for  the 
academic  year  1975-76.  Chosen 


by  a  faculty  selection  com- 
mittee, Mrs.  Arnlres  is  among 
20  Federal  and  State  officials 
who  will  enter  the  program 
which  provides  career  of- 
ficials of  "high  competence 
and  unusual  promise"  the 
opportunity  to  broaden  their 
comprehension  of  public 
policy  issues  and  expand  their 
existing  a  reas  of  knowledge. 

Mrs,  Andres  lives  with  her 
husband  Chester  on 
Springwood  Drive, 
r.awrenrpvillp -..    - 


DRAPERIES 
SLIPCOVERS 

UPHOLSTERING  DECORATING 


INTERIOR 


WALLPAPER 

BATH  ACCESSORIES 


Professional 


466-2640 


THE  TOMATO  FACTORY 


-  Mon  thru  Ffi  9-4  3C 


:  Christopher  Reeve,  son  of 
J  Mrs  Tnstam  B  Johnson,  34 
}  Cleveland  Lane,  is  appearing 
:  through  July  3  in  the  leading 
;  role  m  the  Manhattan  Theatre 
-  Club  Production  of  "Berkeley 
>  Square,"  a  play  written  in  1928 
L  for  Leslie  Howard.  Mr.  Reeve, 
\  a  graduate  of  Princeton  Day 
:  School  and  Cornell  University 
:  who  also  attended  Julliard 
\  School  of  Drama,  is  regularly 

on  the  CBS  soap  opera.  "Love 

of  Life.  " 

People  in  the  News 


Frances       M.       Brodsky, 

daughter  of  Mr.  and  Mrs. 
David  J.  Brodsky.  59  Castle 
Howard  Court,  is  one  of  eight 
juniors  elected  to  Phi  Beta 
Kappa  at  Radcliffe  College, 
Harvard  University,  A  1972 
Princeton  High  School 
graduate,  she  is  a  teaching 
assistant  m  the  biochemistry 
department  at  Harvard  and 
has  been  awarded  a  Camille 
and  Henry  Dreyfuss  Foun- 
dation grant  to  continue  her 
research  in  immunology  at  the 
Massachusetts  Institute  of 
Technology  Cancer  Center 
this  summer 

Charles  E.  Connell.  Jr..  19 

Skillman  Avenue  Lawren- 
ceville.  has  been  promoted  to 
Chief  of  the  Office  of 
Industrial  Development  and 
Public  Advocacy  of  the 
Division  of  Economic 
Development  in  the  N.J. 
Department  of  Labor  and 
Industry 

Peter  A.  Marks,  son  of  Mr, 

and  Mrs,  John  H.Marks  of  107 
Moore  Street,  was  awarded 
the  Edward  Fitch  Prize 
Scholarship  in  Greek  and  the 
Arthur  W.  Soper  Latin 
Scholarship  at  Hamilton 
College. 

Herbert  E.  Alexander,  152 
Clover  Lane,  spoke  at  the 
Instttuie  of  Governmental 
Affairs  Workshop  on  the 
implementation  and  impact  of 
California's  1974  Political 
Reform  Act  At  the  Institute  of 
Governmental  Studies  of  the 
University  of  California, 
Berkeley,  he  spoke  on  cam- 
paign finance  and  its 
regulation.  Dr.  Alexander  is 
director  of  the  Citizens' 
Research  Foundation,  an 
organization  that  studies 
political  finance. 


Sharon  Zlnsmeister. 
Berhen  Avenue.  Princeton 
Junction,  was  among  those 
elected  a  member  in  the 
Zenith  Chapter  of  the  National 
Honor  Society,  membership  in 
which  IS  based  on  scholarship, 
leadership,  service  and 
■  character.  She  is  a  junior  at 
Windsor-Plainsboro  Regional 
Hi^  School. 


Frankly 

ifs  your  money 

that  allows  us 

togiveyou 

no-charge 

checking. 


We  enjoy  doing  the  right  thing  for  our  cus- 
tomers. So  when  you  give  us  your  check- 
ing or  savings  business,  we  want  to  do 
something  in  return.  This  includes  both 
no-charge  and  low-charge  checking. 
Here's  how  it  works: 

if  you  already  bank  with  us- 

If  you  have  a  Regular  Personal  Checking 
Account,  keep  a  minimum  balance  of 
$500  and  get  r^o-charge  checking  automat- 
ically! 

if  you  have  a  Regular  Passbook  or  State- 
ment Savings  Account  with  us,  keep  a 
balance  of  $1,000  or  more.  Then  notify 
the  branch  office  in  which  your  account 
was  opened  and  we'll  activate  your  no- 
charge  checking! 

If  you're  a  new  customer- 
Just  open  a  Regular  Personal  Checking 
Account  and  keep  a  $500  minimum 
balance  ...  or  become  a  Regular  Savings 


Account  customer  with  a  balance  of 
$1,000  or  more!  (By  the  way,  both  our 
Passbook  and  Statement  Savings  Accounts 
pay  5%  per  year  interest  from  day  of  de- 
posit to  day  of  withdrawal! ) 
Either  way,  you  write  as  many  checks, 
make  as  many  deposits  as  you  like  -  at 
no-charge! 

New  tow  checking  rates,  too! 

For  our  Regular  Personal  Checking  Ac- 
count customers  with  balances  below  $500 


If  your  minimum 
checking  account 
balance  is: 


Your  checking 
account  charge 
per  month  is: 


$200  to  $499 
Under  $200 


$1 
$2 


PLUS  NO-CHARGE  CHECKING 
for  all  depositors  62  and  overt 
(Contact  us  now!) 


Come  to  "The  Bank  With  Good  Ideas"  for  your  checking! 

t™^  PRINCETON  BANK 

AND  TRUST  Company 


WE'LL  FIX  YOUR 
FAVORITE  sA'^ 

PIPE    ^ri^ 

John  David  Ltd. 

TOBACCONIST 

Montgomery  Shopping  Center 

~    206  924-8866 


Scott  Quackenbush  New  Springdale  Champion 
After  Six-and-Five  Triumph  over  Alan  Frank,  Jr. 


Scott 


5  Palmer  Square  West 
Princeton,  New  Jersey 


Quackenbush.  a  aavanced  Saturday  morning  Schoch  arivanced  by 
Princeton  University  junior  when  Dave  Friedman,  who  defeating  Bill  Wilson  2  and  1 
whose  home  is  in  RcKkv  Hill,  had  eliminated  Mose  Gates,  and  Fred  Gallagher  1  up 
is  the  1975  Springdale  Golf  <he  defending  champion.  Gallagher  won  his  firsi  match 
Club  champion  and  at  20  is  one  rielaulted.  Frank  won  his  first  Saturday.  4  and  3  over  Jim 
of  the  youngest  players  ever  to    match  from  Bill  Millman,  3  Mead. 

win  the  title.  Club  records  and  2.  and  on  Saturday  For  the  first  time  in  the  club 
dating  back  to  the  30s  show  eliminated  former  champion  championship  players  who 
that  other  undergraduates  Kester  Pierson.  1  up.  before  won  their  quarter-final 
have   won    the   annual   tour-    defeating  Ross  Shrader.  a  one-  matches    Saturday    morning 

nament  but  exact  ages  are  not    timesenior  champ[on.  3and  1     ---    --^   •  '    •       ■•    ■ 

available.  Wii  '    "      ~        ~' 

„    ,  ...  ,  .— Ken  Dawes,  who  look  the  iernoon" 

He  triumphed  by  6  and  5  in  last  two  holes  from  Woody  Changes  in  procedure  will 
Fr.nf'T''a"^l  over  Alan  Wirsig  to  win  1  up  On  be  3e^  Ey'^S  b^rd  o 
^er^h.r  r,?  fh'*^"!?'"''  'f  ^  Saturday,  Dawes  defeated  governors  before  next  year's 
HnT.,!  ,  „  1,^  Princeton  Jack  Petrone,  2  and  1.  and  tournament  is  held 
?aihe/l£cl^^fZt^*^^  r"i'''  ^"l:'  '  ""■  ^""  ""<^  Suggestions  to  be  considered 
~  T^foi^  .J  1  u'^u"''^  ''«''  "°"  •"^  mommg  round  include  use  of  handicaps  in  all 
finalist  in  the  club  cham-  from  Bob  Hargraves  by  the  flights  after  the  championship 
margin.  Wirsig  reached  bracket,  a  return  to  one  match 
per  day.  and  staging  the  event 


SPORTS  N  THINGS 

General  Sporting  Gooc/s 

Wontgomerv  Stxvilmfi  Ccmar 
Rodrv  Hd.  N  J  92M162 


Dekne  Babar  Shop 

244  Nassau  Street 
Hairculting  and  Styling 
For  The  Whole  Family 

Closed  Mondays 

^24-5715  Oper,8ioe 


SPORTS  FANS! 

BET 

YOU 
DIDN'^ 
KNOWI 

Brought  to  you 

Bv  John  Bernard 

Here's  a  report  that 
surprises  a  lot  of 
people,,.  A  study  was 
made  comparing 
baseball  attendance  in 
proportion  to  the 
population,  and  con- 
trary to  popular  opinion, 
baseball  in  the  1970s  is 
actually  drawing  better 
in  proportion  to  the  total 
population  than  it  used 
to...  This  study  shows 
that  in  the  1920s,  the 
U.S.  population 

averaged  about  120- 
milhon  while  major 
league  baseball 
averaged  about  9- 
million  paid  fans  a  year, 
or  about  8  percent  of  the 
population.  -.  In  the 
1930s,  U.S.  population 
averaged  125- mil  lion 
while  baseball  drew 
about  8-million  people  a 
year,  or  about  7  percent 
of  the  population...  In 
the  1940s,  1950s  and 
1960s,  baseball  at- 
tendance averaged 
about  10  percent  of  the 
population...  But  last 
year,  with  the  U.S. 
population  at  about  211- 
I  million,  major  league 
haseball  drew  about  30- 
million  paid  fans,  or 
about  14  percent  of  the 
|.)opulation. 


Did  you  know  there 
are  only  four  golfers  in 
history  who  have  been 
able  to  win  all  four  of 
golfs  major  tour- 
naments?... Golfers 
consider  the  major 
luurnaments  to  be  the 
.Masters,  PGA.  British 
Open  and  U.S.  Open- 
jnd  the  only  golfers  who 

lK-i\  ■"     " 

iliese  tour 


four  of 


careers  are  Jack 
\  icklaus.  Gene 

^drazen,    Gary    Player 
iiid  BenHogan. 

+        +        + 

1  bet  you  didn't  know 
hat  i(  makes  sense  to 
risure  your  life  when 
,(iLi  travel.  Our  travel 
Kcident  insurance  is 
nexpensive.  Try  us. 
>,  ou  might  be  surprised. 


Sturhahn 
Dickenson 
&   Bernard 

ilmuranCL-    Spcciolisfi' 
I        14  Nassau  St. 
I        Tel.  921-6880 


pionship  eight  years  ago, 

Frank,  the  medalist  in  the  the  f 
qualifying  round  with  a  77,  triumph  over  Kline"  Fulme 
held  brief  leads  in  the  match  and  a  5  and  3  victory  ove 
but  was  largely  involved  in  Kemp  Roll.  The  latter  ad 
catch-up  golf,  an  assignment  vanced  to  the  semi-final 
10  easier  on  the  links  than  in  when  Don  Conner  defaulted 
ny  other  sport.  He  won  the  Joe  Masick  won  the  Second 
opening  hole,  lost  the  second  Flight  when  he  defeated  Arne 
and  then  won  the  third.  Booth.    3    and    2.    Earlier, 

By  the  end  of  the  first  nine,  Masick  had  won,  2  up,  from 
however.  Quackenbush  was  1  Frank  Crecca  and  from  Bob 
up  and  he  led  by  two  at  the  McCarthy  by  the  same 
lunch  break  after  18.  He  shot  a  margin,  Crecca's  Saturday 
77.  Frank  a  79.  and  the  only  morning  match  was  a  1  up 
birdie  each  player  made  was  victory  over  Jack  Childress, 
the  334-yard  dogs-leg  11th.  Booth  reached  the  finals  by 
which  they  halved  in  3,  defeating  Ralph  Allaire.  4  and 

Par  golf  on  the  afternoon  3.  and  Ralph  Mather.  2  up 
round  built  an  insurmountable  Mather  advanced  Saturday 
lead  for  the  winner.  He  was  4  morning  with  a  victory  on  the 
up  after  27  and  closed  out  the  20th  green  over  Dave  Savage 
match  on  the  31st  hole-the  Frank  Dick  won  the  Third 
13th  green.  Over  31  holes,  Flight  with  a  5  and  3  triumph 
Quackenbush  was  five  over  over  Dick  Schoch.  On 
Saturday.  Dick  had  topped 
the  finals,  the  BE.  Bergesen,  5  and  4.  after 
Princeton  junior  defeated  winning  by  default  from  Don 
4  and  3,  Ben  Shaw  Bergesen  reached  the 
quarter-finals  with  a  19-hole 


September -w 
often  been  held  in  the  past- 
rather  than  in  June. 


Last  Week  of  Our 

TENNIS  SALE 

20%  OFF 

All  Clothing-Balls-Rackets-Accessofies 

Badminton   Volley  Ball   Horseshoes 

Basketball  Backboards  b  Poles  -  Quoits 

Joggng  Shoes  -  Windbreakers 

CENTER  SPORTS 

Princeton  Shopping  Center  924-3713 


4     Litvack 


/ictory  over  Bob  Clancy 


SPORTS 

In  Princeton 


TIGERS  STILL  ACTIVE 
In  Golf  and  Tennis.  Prin- 
ceton University  is  competing 
in  thi'ee  national  cham- 
pionships during  the 
remainder  of  this  month.  The 
women's  tennis  team  will 
begin  the  action  on  Sunday,  in 
the  National  Women's  Tennis 
^..  Intercollegiates  at 

La"ke"'The"  Vesper  Boat' Club  Kalamazoo.  Mich.,  while  the 
from  Philadelphia  and  the  "}%"^  if"""*  'jS?"  '^  '"  '"« 
Eastern  Development  crew  NCAA  Tennis  Championships 
are  the  early  favorites  to  win  m  Corpus  Christi.  Texas, 
the  open  eight  competition,  which begaii Monday, 
which  will  be  the  headline  Senior  golfer  Jeff  Lindyall 
event  during  the  10th  annual  *'." '=fj'''i'*;?f""^«^;?''^°'''" 
National  Women's  Rowing  '"'»  *«  NCAA  Golf  Cham- 
Championships,  scheduled  for  Pionships  in  Columbus  Ohio, 
Princeton's  Lake  Carnegie  f '="'""8  Thursday  Lindvall,  a 
from  Thursday  through  three-time  All-Ivy  performer 
S„„ja  ^  ■*     will  be  making  his  second 

Both  crews  however,  will  be  fPP'^^''^"";'^  '"  "'^  ^CAA 
heavily  pressed  for  lop  honors  tournament,  . 
by  the  University  of  Wisconsin  The  women  s  tennis  team, 
and  Yale.  The  undefeated  *'"<:'' Posfd  an  8-0  record  this 
Radcliffe  crew,  the  best  fP^'ng.  »'» ''f -"P,"""'^^"'"'" 
college  eight  in  the  east  this  }^<''^^  '^''"f'T'i  ■'"T'thS^ 
season  as   evidenced   by   its  Curran    and   Ju he   Kirkham 

^^^^'^  °'  '  '""  '"  ^C'lr^-re-'ir  Vr^^n^- 
west  tjermany,  Qengler  will  team  together  in 

Princeton's  varsity  eight  '''^^tT''Z^1l^:^''\.,,' s 
7e-t  h,  Sas\'r/e'2a^o1  --  -m.^ith  ain  ,1-0 
Brown  and  Janet  Youngholm  irZko,t!iramMp^"oT 
who  won  the  two  oar  without  ^    j  ^^  f     he  team 

coxswain  title  last  year,  have  °B  u.t,|.j   ,k.  -.. 

decided  to  lend  their  talents  to  ^^j;^<i,'„"g|^  '^o'f  ]^uniorl  ^Bob 
"1^,^   ,n    ,8  Classes  ^^sH—a^^BiMDutton 

Xrid1e5:^'VuS  "^m'lt^l'cSo^  f r£hman JonGr^ss. 
meter  course,  which  was  the 

site  of  the  1975  men's  Eastern  TWO  ON  TOP 

Sprint  Championships  and  has  Kirmenich.  Noreico  in  Lead. 

been  the  training  home  of  the  Firmenich    maintained    its 

United  States  men's  national  firm  hold  on  first  place  in  the 

rowing  team.  National    Division    of    the 

The  women's  cham-  Princeton  Business  Softball 
pionships  will  attract  40  League  last  week  while 
organizations  and  196  in-  Noreico  kept  first  place  in  the 
dividual  competitors  to  the  American  Division, 
four-day  event.  Competition  Firmenich  handed 
Will  begin  Thursday,  at  8:30  Forrestal  Research  Center  its 
and  conclude  with  the  open-  first  defeat  of  the  season.  8-6, 
eight  finals  at  2:30  on  Sunday  Tom  Hummer's  perfect  3-3 
The  starting  time  for  Friday's  batting  led  the  way  for  Fir- 
events  is  9;  Saturday.  8:30;  menich.  and  was  backed  by 
andSunday.  10:30,  the  2  for  3  hitting  of  Bill 

This   year's   regatta   will  Adams.    Bob    Daunais   and 

mark    the    centennial    an-  winning  pitcher  Bob  Elkins, 

niversary       of       women's  Tom  Wunderlich  homered  for 

collegiate  rowing  in  America,  the  researchers. 

It  will  also  be  a  main  testing  Noreico  took  on  a  revamped 

ground  for  rowers  who  will  be  Cities  Service  Research  team, 

seeking  a  berth  on  the  1976  and  got  by.   10-3.  The  game 

United  States  Olympic  team,  was   muth   tighter   than  the 

when       women's       rowing  score   appears,   with  Wayne 

becomes  an  official  part  of  the  Johnson's  3-3  night  at  the  plate 
Olympic  program. 


Ttre$foneu7 


LOWEST  PRICE  EVER! 


STEEL  RADIAL 

Sou   with 
"Water  Squeezer"  Tread 


line  radial  designed  for  top  road 
a ter- squeezer"  iread  quickly  disperses 
t  pavement  traction.  Two  steel  cord 
belts  hold  wide  tread  firm  for  long  wear  while  radial  cord  body  adds 
sidewall  flexibility  for  easy  handling.  The  Steel  Radial  500  saves  gasoline, 


■  for  effect; 


!  See  us  for  t 


tdalf 


Size 

Whitewall 

F.E.T. 

BR78-13 

41.95 

2.16 

CR70-13 

47.95 

2.32 

CR78-14 

48.95 

2.34 

DR78-14 

48.95 

2.45 

ER78-14 

49.95 

2.55 

FR78-14 

52.95 

2.67 

G>78-14 

57.95 

2.89 

Size 

Whitewall 

F.E.T. 

HR78-14 

61.95 

3.09 

JR78-14 

65.95 

3.25 

GR78-15 

58.95 

2.96 

HR78-15 

62.95 

3.17 

JR78-15 

66.95 

3.31 

LR78-15 

68.95 

3.46 

■'We  Care" 

School's  Out 

Bike  Riding 

Is  "In" 


BICYCLE 

SAFETY 

FLAG 

ONLY 


SOMERSET 


TIRE  SERVICE 

"Where  Integrily  Earru  Coitfidence" 


Tir«$tont 
PRINCETON 


REDNOR  Er  RAINEAR 


MERCA- 
TANTI 


FORD 


Route  208  6  Sonton  Ave. 

BonJentown,  NJ. 

298-4990 


^.      _     •      u-:..,.<,><>n     McCrec  baiting  2-3  Both  Herb 
SfHtrtx  III  fnmeion    Layton  and  Bob  Taskes  hit  34 

coni.nurrt'romPdor  HB  foF  C>*anamid. 

plus    home    runs    by    Ker  

Potociti  and  Vern  Washington     United      Jersey      Banks 
making  the  difference,  overpowered  Squibb,  12-3,  in 

Elsewhere  in  the  league,  its  comeback  effort,  Lou 
Educational  Testing  Service  Sepanski  put  in  a  34  night  with 
edged  ERC,  6-5.  in  a  ten-hitter  a  home  run  and  4  RBIs 
which  had  Chris  Winings'  Frank  Cool  was  2  for  4 
triple  tieing  the  score  in  a  key  At  the  end  of  the  seventh 
play,  Bruce  Szwast  hit  2-2  for  week  of  play  the  standings 
theETS  were: 

NATIONAL  DIVISION 


McGraw-Hill  beat  GFDL  on 
the  strength  of  pitcher  Tom 
Wood's    debut,    and    Dave  Kirmenich 
Sands'  two  hiLs,  including  a  ETS 
homer.   Bill  Sweeney  had  a  First  National 
perfecl    3-3    night    for    the  Forrestal 
winners,  and  Bruce  Belovin  EKC 
two  for  three  PDS 

American      Cyanamid  IDA 
Wasted     Mathematica,     15-2,  RCA  (B) 
with   wwiing  nilcher_Buddy  IngersollRand 


Pet 


[autobahn  MOTORS 

I       A  uthorized  Dealer  for 


I 

I      Volkswagen 

I 


■   Mercedes-Benz 


B.M.W. 


^ 


Peugeot 


[ys-i 


(O      *        •  "O«p»ftdtfi»«n«yool»uy" 

3  Miles  North  ODO  ilOflfl 

of  Brunswick  Circle      OOJ'^^UU 


AMERICAN  DIVI.SION 

W 

L       P 

Noreico               6 

0      1.01 

McGrawHill      5 

1        .8 

United  Banks     5 

1        .8 

Am.  Cyanamid  3 

3        .5 

RCAiAl               2 

2        ,5 

Cities  Service     2 

4        .3 

Squibb                  2 

4        .3 

GFDL                   1 

5        ,1 

IMathemalica      0 

6        .« 

Van  Blommesteyn  to  Utah 

Tim  Van  Biommesteyn, 
who  never  had  a  regular 
job  on  the  Princeton 
basketball  team  until  after 
his  senior  year  had  started, 
has  turned  out  to  be  one  of 
the  60-70  most  highly- 
regarded  players  drafted 
this  year.  Chosen  last 
month  by  the  New  York 
Knicks.  he  was  selected  on 
Tuesday  in  the  seventh 
round  by  the  Utah  Stars  of 
the  ABA, 

Only  about  60  to  70 
players  are  picked  in  one 
season  by  both  professional 
associations.  Eyeing  the 
situation  realistically.  Van 
Biommesteyn,  who  was  a 
major  factor  in  the  Tigers' 
NIT  victory,  expects  that 
he  will  sign  with  Utah. 

He  points  out  that  in 
addition  to  Walt  Frazier 
and  Earl  Monroe  in  the 
backcourt,  the  Knicks  have 
a  second-round  draft 
ned 
thej 
He  has  also  been 
approached  by  a  team  in 
Europe,  and  will  make  his 
choice  before  the  various 
rookie  camps  begin  toward 
the  end  of  July. 


had  a  triple  and  two  doubles, 
and  Greg  McGuinn  and  Dan 
Kirton,  whoeach  had  doubles. 
The  Elks  started  off  with  a 
13-6    victory 

Eagles.  Rich  Landauer.  the 
ing  pitcher,  also  had  two 
hits,  Dave  Hill  helped  with  a 
three-run  single.  For  the 
Eagles,  Aaron  Gross  had  a 
triple  and  Jeff  Kenny  had  two 


The  Elks  needed  eight  in- 
take Post  76  in  a 
which  saw  the  Elks 
a  nine-run  deficit.  Chris 
Henkel  sparked  the  comeback 
with  three  hits  and  relief 
pitcher  Joe  Levine  struck  out 
nine  batters  to  gain  the  win. 
For  Post  76,  Chip  Kleiber  had 
two  hits,  one  a  double,  and 


PRINCETON  UNBEATEN 
In   Babe  Ruth  Baseball. 

After  four  games  as  members 
of  the  Mercer  County  Senior 
Babe  Ruth  League,  the 
Princeton  team  is  3-0-1  and 
owns  a  three-game  win  streak. 
In  its  last  starts,  Princeton 
defeated  Jacobelli  Builders,  6- 
2,  and  West  Wmdsor,  7-2. 

Against  Jacobelli,  southpaw 
Mike  Boonin  held  the  op- 
position to  three  hits,  two  of 
them  by  left  fielder  Tonv 
Johnson.  Princeton  scored  all 
of  its  runs  in  the  second  and 
third  innings  off  pitcher  Mike 
Cantwell. 

In  the  second  inning. 
Princeton  combined  bunt 
singles,  a  sacrifice  fly  and 
some  Jacobelli  errors  for  a 
pair  of  runs.  In  the  next  in- 
ning, Princeton  reached 
Cantwell  for  four  more  hits, 
one  a  triple  to  deep  left  by  left 


Low  Mileage  -  Late  Model 


j    USED  CARS 
!l 


1975  Dodge  Dart  4-door  sedan.  Air  conditioning,  power 
steering,  autonnatic  transnnission,  6  cyl.,  radio  and  tieater. 

1975  Dodge  Darts.  All  have  econonny  6  cylinder  engines, 
air  conditioning,  autonnatic  transmission,  power  steering, 
radio  and  heatei. 


1973  Dodge  Polara  2-door  hardtop.  Air  conditioning, 
power  disc  brakes,  automatic  transmission,  radio  and 
heater. 


1972  Dodge  Dart  4-door  sedan.  6  cylinder,  standard  tran- 
smission. 


1971  Dodge  Coronets  4-door  sedans.  Air  conditioning  , 

automatic  transmissions,  power  steering,  radio  and 
heater. 

1970    Ambassador    4-door    sedan.    Automatic    tran- 
smission, power  steering,  air  conditioning. 


I  TURNEY  MOTORS 

A  Dodge  Sales  &  Service 

I  255  Nassau  St.,  Princeton  924-5454 

A  "Serving  Princeton  Since  1938" 


1965    Dodge    D-100    pickup    truck.    6    cylinder, 
automatic  transmission. 


fielder  Dave  Walker.  Third 
baseman  Greg  Robinson 
contributed  two  singles  and 
scored  a  pair  of  runs. 

Against  West  Windsor. 
Princeton  came  back  from  a 
two-run  deficit  in  the  second 
inning  to  win.  John  Madden 
went  the  distance  for  the 
winners,  pitching  a  no-hitter 
and  striking  out  five  in  six 
innings  in  a  game  that  was 
called  because  of  darkness. 
Madden  gave  up  two  unearned 
runs,  the  result  of  an  error. 

Princeton  scored  twice  in 
the  second  inning  as  Walker 
and  Madden  both  doubled  and 
Ed  Volz  singled.  In  the  fourth, 
Princeton  sent  five  runners 
across  the  plate.  West  Win- 
dsor helped  the  Princeton 
cause  with  four  errors  in  an 
inning,  highlighted  by  a  bunt 
single  by  Eric  Jahn  which  a 
pair  of  errors  turned  into  a 
grand  slam.  Also  connecting 
for  Princeton  in  the  fourth 
were  Walker  and  shortstop 
Scott  Thompson. 

THREE  ARE  UNBEATEN 

In  Youth  Baseball  League. 

After  the  first  two  games  of 
the  1975  season,  the  Princeton 
Youth  Baseball  league's 
championship  may  be  about  to 
change  hands.  Defending 
champion  Post  76  is  winless, 
while  three  pretenders-to-the- 
throne.  Engine  Co.  1.  Roma 
Eterna  and  the  Elks,  are  all 
undefeated. 

Engine  Co.  1  started  off  its 
season  on  a  winning  note  with 
a  13-2  victory  over  U.A.  Local 
380.  Although  it  managed  to 
score  13  runs.  No.  1  coiJd  get 
only  four  hits,  one  a  triple  by 
winning  pitcher  Brent 
Robinson,  who  struck  out  11 
batters.  Connecting  for  Local 
380  were  James  Noble  and 
Josh  Miller  who  each  had  two 
hits. 

Against  a  young  Eagles 
team,  No.  1  once  again  rolled 
to  a  large  margin  of  victory  as 
it  won.  13-3,  Winning  pitcher 
Judd  Petrone  struck  out  11 
and  held  the  Eagles  to  just  one 
hit,  a  single  by  Chris 
Mullusky,  and  connected  for 
three  hits.  Also  getting  two 
hits  each  for  No.  1  were 
Robinson  and  Steve  Thom- 
pson. 

Roma  Eterna  won  its 
opening  game,  5-4,  against  the 
defending  champs,  Post  76. 
John  Kandell  was  the  winning 
pitcher  and,  along  with  Steve 
MacDonald.  provided  the 
offense  for  Roma.  Chip 
Kleiber  pitched  well  for  Post 
76.  striking  out  11,  and  con- 
necting for  three  hits,  Clark 
Lipincott  had  two  hits  and 
John  Cifelli  hit  a  two-run  triple 
lopace  the  losers. 

Roma  then  made  it  two  in  a 
row  with  a  5-3  victory  over 
Engine  Co.  3.  Rich  Diefen- 
derfer  was  the  winning  plt-- 
cher.  getting  offensive  support 
from  David  Yim  and  John 
Kandell,  The  offense  for  No.  3 
came  from  Dan  Miller,  who 


Call  Art  Mandevilie 

if  you  need  an  extra  car  at  any  time 


Rates 


Pinio 

$11 /day 

lO'/mile 

Maverick 

$12/day 

lO'/mlle 

Comet 

$12/day 

10</miie 

Torino 

$13/day 

lO'/mile 

Mustang 

$13/day 

lO'/mile 

Granada 

$1S/day 

lO'/mile 

Wagon 

$17/day 

10°/mlle 

Econoiine  Vans  $20/day 

12</miie 

Econoline  Bus  $22/dav 

14</mile 

NASSAU-CONOVER 
MOTOR  COMPANY 

Route  206 

Princeton,  New  Jersey 

(609)921-6400 


H^' 


DRAPER 
ELECTRONICS 

Cotnmettiil  •  Rtsidtntill 

GIS  t  OIL  HUlWC. 
MRCONDinOKING. 

tEltlOEtiTIOM.  wai  PUMPS. 

EHEtOENCr 

POWEtOMEUIOtS 

FOtlNSIMUIIOKOe 

SnviCE. .  .92I-UI2 


SALES  •  SERVICE  •  PARTS 


BAVARIAN  lyiOTOR 
WORKS 

GERMAN  ENGINEERING 
AT  ITS  FINEST 


DATSUN  SAVES 
DATSUN  SETS  YOU  FUEE 

SALES  •  SERVICE  •  PARTS 


FRITZ'S 


1271-85  t.  STATE  ST. 

TRENTON,  N  J. 

PHONE  392-7079 


SAVE  ON 

MAZUR'S 
Discount 

TIRES 


Pirelli  Steel 
Belted  Radials 

$35.26 


MAZUR'S 
Tire  Town 

Sate  Hwy  31,  PeimingtDn 

737-0879 

Shrf  fr  EUrii  Amtiicank  Honond 


Sports  in  Princeton 

John  Citelli  hit  his  second  two- 
run  triple  in  as  many  games. 

Engine  Co.  3  began  its 
season  with  a  14-5  victoi^'  over 
the  Italian-American  Spor- 
tsman Club  Dan  Kirton  was 
the  winning  pitcher,  tossing  a 
three-hitter  and  striking  out 
13.  He  also  had  three  hits,  one 
a  double,  Steve  MacPherson 
had  two  hits  for  the  winners, 
Chris  Harford's  two  hits  and 
one  by  BiUv  Perna  accounted 
for  lASCs  three  hits. 

Local  380  evened  its  record 
with  a  3-2  victory  over  lASC 
Winning  pitcher  Mike 
McManus  tossed  a  three-hitter 
and  gained  the  victory  on  Rick 
Sibson's  double  Billy  Perna 
led  the  lASC  offense. 


LAST  CHANCE  THURSDAY 
To  Enter  Women's  Tour- 
nament. Princeton's  first 
tennis  tournament  of  the 
summer,  the  Women's  Singles 
Tournament,  will  begin 
Saturday  but  Thursday  is  the 
final  day  that  entries  will  be 
accepted 

Those  who  would  like  to 
participate  and  who  haven't 

ilready   submitted 


Jr.  Tennis  Dales  Listed 


tournaments-two  of  them 
USTA  sanctioned-will  be 
held    in    Princeton    this 

They  arc  the  Princeton 
Bovs  Open  for  bovs  14-16- 
18.  June-30-July"  5;  the 
Princeton  Junior  Cham- 
pionship for  bovs  and  girls 
12-1416,  July  14"-18;  and  the 
Princeton  Girls  Open  for 
girls  14-16-18,  July  28-Aug. 
1  Both  open  events  are 
sanctioned 

Applications  and  a 
complete  list  of  USTA 
tournaments  for  the  Middle 
Stales  Region  and 
elsewhere  for  adult  and 
tumor  players  may  be 
obtained  from  the  Prin- 
ceton Community  Tennis 
Office,  71  University  Place. 


one   of    six    locations:    Com-  ,            „„ 

munity  Park,  the  Hun  School,  L,iq"<'i"^-». 

Princeton      High      School  " 
Princeton  Day  School  am 


two  wins  It  trounced  Plain-  ticket  holders  interested  in 
sboro  Package  Store,  16-1,  as  participating  on  the  Com- 
Dave  Sweeney  had  five  hits,  munity  Park  swim  team  for 
The  Center  club  was  also  the  summer  should  also  come 
aided  by  Plainsboro's  defense  to  the  pool  on  one  of  these 
which  committed  seven  three  mornings  between  9  30 
errors  and  1 1  to  sign  up  for  the  team 

In  a  game  which  saw  all  The  team  competes  in  dual 
Center  Sports  starters  hit  meets  with  other  swim  clubs 
safely,  PMC  fell,  8-1.  For  the  in  the  area  Meets  are  low  key 
winners.  Bob  Wiley  homered,     and  designed  for  those  who 

would  like  to  get  a  taste  of 

In  other  league  actioBs  competitive  swimming 
Andy's  used  an  eight-run  third  Representatives  of  the  team 
inning  and  superior  defense  to  will  be  at  poolside  to  answer 
defeat  Conte's,   15-2.  Tony  anyqueslions 

Kaufman  and  Jim  Wetterling  

had  three  hits  apiece  for  TENNIS  LEADERS  NAMED 
Andy  s  Conte's  Luciano  Rossi  in  Doubles  Leagues  The 
also  collected  three  hits.  West    Windsor    Recreation 

Kingston  Wine  &  Liquor  Commission  has  announced 
rolled  over  PMC,  114,  as  Ed  the  leaders  in  three  evening 
Coldren  homered  for  the  doubles  tennis  leagues 
winners  Gregg  Flamer  had  In  the  women's  evening 
three  hits  for  PMC.  in  a  league,  Noreen  Fallon,  Jill 
losingcause,  O'Donnell  and  Sue  Walker 

CSC.  used  steady  defense    lead  with  14  points  after  eight 
^  the  ten-week  league 


too  late  to  enroll ,  The  cost  is  $9 
, ,     ,    -  u     ij  .        f  .u^  per  week,  and  anyone  wishing 

blank  should  regis  er  at  the   t„  participate  should  stop  by 


shutout  Kingston  Wine  &  week: 

Kevin  Scudder  In  second  place  with  12  pomt's 

had     three     hits.     Conte's  are    Denise    McCarthy,    Peg 

defeated  CSC.  earlier  in  the  Miller  and  Phyllis  Sobelman 

week,  6-0,  the  losers  getting  team.  In  third  place  with  nine 

Pagoda"  and  Church  Courts"   ""'^  '^l!'''*  ^}^:,  f"''  Conte's  points  are  Pat  Fallon  and 

Because  classes  are  offered  Pesce  had  two  hits  and  Mary  Grace  Royal 

n  a  weekly  basis    it's  never   played  a  fine  defensive  game.  

■  -  In  the  men's  early  doubles 

league,  Hilton  Anderson,  Fritz 

TWO  WIN  GOLD  MEDALS  Blaicher  and  Bern!  Midland 

In  Junior  Olympics.  The  lead  with  11  points   In  second 

Princeton   Junior  Olympic  place  with  nine  are  Gordon 

track  team  faced  stiff  com-  Hart,  Dave  Singer  and  Nor 

petition  in  the  State  Cham-  man  McNatt,  and  third  with 

pionships   held   at   Elizatieth  eight  are  Olof  Hogrelius,  Gary 

last  week.   This   year  was  Fallon  and  Jay  Sexton.  The 

marked  by  talent  from  many  fourth  and  last  spot  is  oc- 

'^'^^^'^^"^    communities    as  copied   by    Ed  Jordi,  Frank 

than"l^oTennis'teachers    t^onipared  to  usual  domination  Wendt  and  Bob  Zochowsk; 


Because  of 
its  great  success 


MAZM 

CASHRDUm 

EXTiNDED 

THROUGH 

JUNE  301 


ON  RX.4  HARDTOPS. 


versity  ,he    Tenn: 

University  Place 
4343 


call  924- 


Tennis  Office  at  71  Ui 
Place.  The  entry  fee 

Julie  White  (921-8047 
chairman. 

BOYS'  Ti^S  HERE  T^'ennfrn^rrucloJ^'Z, 

Tournament  Starts  June  30.  The     first     annual     tenn 

Princeton   University  s  teachers  workshop  attracted 

Church  courts  will  be  the  site  more  than  150  tennis  teachers 

of  this  year's  Princeton  Boys'  to  the  Princeton  Indoor  Tennis  ^'V  l^o^tclair  and  Princeton.           In  the  men's  late  doubles. 

Open  Tennis  Championship  to  center  on  Washington  Road  ■'""^   ^"'^   °'  White  Pine    Joe  Campion,  Jay  Cassen  and 

be  held  from  June  30  to  July  5.    last  weekend  for  an  intensive  ^^"'    a""*    ^''^^    Conte    of   Jim  Bishop  are  on  top  with  11 

Because  this  tournament  is  program  in  tennis  instruction  Princeton  Junction  won  gold   points.  Trailing  with  nine  are 

sanctioned    by    the    USTA,      John  Conroy  and  Eve  Kraft,  >"<^dal5  in  the  standing  long   Bob  Bell,  Jim  Ruch  and  Harry 

players  may  count  it  as  one  of  do-directors  of  the  Princeton  )""'P  ""'^   '"**  y^"""*  '^^^  '"    "y^koff.  Tied  for  the  last  two 

three  tournaments  needed  to  Community  Tennis  Program  Midget    and    Junior    com-   positions  are  Bob  Dey,  Bob 

qualify  for  ranking  in  the  conceived  the  idea  for  showing  petition.   Jimmy   Pittman  of    Miller  and  Jerry  Cohen  and 

Middle  States  region  Players  tennis   teachers  the   latest  River  Road  firashed  second  in    the  threesome  of  Jack  Baer. 

may  enter  just  one  of  the  three  methods  of  individual  and  the  Bantam  100  yard  dash  and   Don  Haws  and  Rick  Gordon 

age  divisions  in  the  open.            group  instruction  by  putting  therunning  long  jump 

them  through  basic  drills  and  '",™,P. 

by  discussing  related  topics 

itry   blank  at  the  Tennis  schedtflSig**  ""^  ^""^^   °"^"  Sh^hbender  ran  second  for  Commission    has    announced 

Office,  71  University  Place.                           the  Jumor  lOO  yard  dash  and   *a'  registration  for  morning 

Entry  fees  are  $4  for  singles      Participants  come  from  the  ^'^o  '■^"  '*'<^  f'""^'  '*8  of  the  and  evening  summer  leagues 

and   $2  50   for   each  doubles  Middle    Atlantic    States    and  second  place  girls  relay  team  in  tennis  has  begun, 

entry    Competitors  must  be  j^„„   Fneland  In  attend  the  «'   Shahbender,    Nicki   King,       Registration  blanks  mav  be 

registered  with  the  USTA,  and  twLav  session    Assistino  Susan    Wojeiechowitz    and  obtained  at  the  town  hall  or 

USTA  cards  may  be  obtained  were  staff   mcrnbers  Shawn  •'"dy  Grisham.                            the  library  in  Dutch  Neck  Any 

at  the  time  of  registration  for  i^Z  S  MaccS  Karen  The    Bantam   girls   relay   resident  who  has  graduated 

the  tournament  on  June  30.  Bull     loe   niefenharh     Inhn  'eam   of    Annette   Morrow,  from  high  school  and  has  a 

The  deadline  for  tournament  zorz'i  and  Bin  Humet  Kelly  Wells,  Kim  Johnson  and  township    tennis    badge   is 

entries  is  Friday,  June  27.             am      nroceeds      of      the  Ingrid  Swenson  finished  third  eligible  to  play    Registration 

— -                      workshoD   will   bene  it     hi  '"  'he^r  relay  race,  while  the  deadline    is    next    Sunday 

Mr  and  Mrs   Leon  Lapidus  schoSp   program   of   the  'eam    of   Jane    Opperman,  evemng,  June  19,at6 

head  the  tournament  com-  Youth  Tennis  Foundation  of  Tracy  Kuhn,  MelanieGoIdf eld 

mittee.    As   in   past   years,  Princeton.  ^^^  Susie  Haynes  won  the 

housing  will  be  available  for girls    midget    relay    com- 

players      travelling     from  petition. 

outside    the    central    New      ,   '^7^**^??.    Z?^  

Jersey  area  Anyone  willing  to      *".  Adult  Softball.  After  two  PROGRAM  UNDER  WAY 

help  should  call  Mrs.  Jerome  *^^*^s  of  play  in^the  Princeton  ^t    Community    Pool.   The 

Utico     at     Q91.1')C'}       Vnliintoarc     KCCrCatlOn 


^KiHi 


REGISTER  NOW 

Princeton  area  players  who  hv"Hlsr"li^smo"relafi^  "lon.'rs       With    state    records    being      For  West  Windsor  Tennis. 
wish  to  enter  should  pick  up  an  such  as  class  orgaiSzlTtioS    ''roken  m  many  events,  Randa   The  West  Windsor  Recreation 
.....       ...........  ;heduling. 


Rose  at  921-3263.  Volunteers 


Adult   Softball    Princeton      Recreation 


ransportation      and  League,  Ivv  Inn  is  the  only  Department's       free 

hospitality   should  call  Mrs.  undefeated       team        Ivy  jtructional    program    was 

Richard   Fluornoy    (921-8010)  demonstrated    potent   hitting  scheduled  to  start  this  Wed- 

or  Mrs.  SantordAronovic  (921-  ?^"'''L'^'™  Andys.  15^,  and  nesday   at   Community  Pool 

6318).                                        Plainsboro  Package  Store,  19-  with  three  days  of  evaluation 

For  more  information,  call  "                                           ,,  to  place  children  in  proper 
the  Tennis  Office  at  924-4343       .'"  '"f  ;?"?';  ^  ?!'™^'   "'"  classes  for  the  first  four-week 
McQuade  had  four  hits,  one  a  session 

TENNIS  CLASSES  BEGIN     homer,  to  lead  the  attack.  Bob  The  evaluation  will  be  held 

For  More  Than  50(1.  More  ^lek  also  hit  a  home  run  for  through  Friday  from  9:30  to 

than  500  area  residents  have  "le  winners    Against  Plain-  ,,.30  Those  interested  in  the 

begun    attending    summer  sboro.    Ivy    collected    five  first  session  should  come  to 

tennis   classes  organized  by  ^^'^"'^  ?"  'S^ ''"S  ">'  '^""'F  the  pool  during  one  of  these 

the      Community      Tennis  M'^Yaugh,    Bob    Mucciarelli  days  with  their  bathing  suits. 

Program.                                  Rich  Volz,  Mike  Maguire  and  Actual   classes   will   begin 

Nearly  three-fourths  of  the  McQuade.  Monday  at   10  and  continue 

players  range  from  8  to  18.             ^     .     ^    ~ .  .,     „  through  July  28.  For  those  who 

In  addition    more  than  100     Center  Sports  put  its  offense  cannot  make  the  evaluation, 

adults  are  taking  classes  at  and  defense  together  to  record  absentee   placemen!   will   be 

held  through  Wednesday,  the 


$200  Rebate  Extended 
By  Chrysler  to  June  30 

Purchase  any  new  1975  Valiant- Scamp  or 
Duster  from  our  inventory  by  June  30th  and 
receive  a  $200  CASH  REBATE  from 
Chrysler  Corporation. 

NINI  CHRYSLER-PLYMOUTH 


809  State  RoadlRoiite  206) 


924-3750 


25th.  Do  not  register  youi 
child  unless  you  plan  on  being 
available  for  the  entire  four- 
week  session. 


SKCS 


lINltd. 


margaret  a.  briggs 
optician 

195nassaust. 
921-3815 


GRUMMAN 
CANOES 

ALL  SIZES  IN  STOCK 


We  also  offer  Old  Town  Fibreglass  canoes. 
Moody  trailers,  British  Seagull  engines.  Alcon 
Sunfish  and  Minifish,  also  Starcraft  Campers 

Rutgers  Gun  b  Boat  Center 

W  Raritan  Avenue.  Highland  Park,  N.J. 
12011 54S4344 

HOURS  10-9,  Sal  9-5.  Closed  Weds 


KH^. 


«ll^- 


CASH  REBATES 
ON  RXa  SEDANS. 


m- 


z&w 
H4Za4 

Route  206 
Princeton,  NJ 
Across  from  Arxft 


POSTAL  PATRON 


For  The  Beauty  of  a  Suntan 
with  Treatment  Protection  . . . 

New!  SUPER  SHEEN  FACE  COLOR 

featured  in 

THE  SUN  SCREENS  . .  .fronn 


C4e\m<M,He,  what^fUic 


Now  come  sun  or  come  shade,  you  can  have  the 
look  of  a  healthy  tan  in  any  weather  with  Germaine 
Monteil's  new  SUPER  SHEEN  FACE  COLOR,  a  face 
make-up  in  a  convenient  swivel  stick  form.  It  con- 
tains sun-screening  ingredients 
and  provides  a  sheer,  sunny 
glow  to  any  skin  coloring  in  or 
out  of  sunlight.  Available  in 
three  suntanned  shades : 

SUN  LIGHT,  SUN  MEDIUM 

AND  SUN  DARK. 

Each  5,50 


^^^. 


z. 


-^: 


ALSO. ..REGIME  LIP  CREME.  Super-shiny,  super-creamy  lip  color  and  sun-block  in 
an  automatic  case. with  its  own  cotton  wand  applicator.  A  new,  exclusive  way  to 
apply  lip  color!  Outlines  and  covers  lips  at  the  same  time.  Helps  protect  against 
chapping  as  it  moisturizes,  softens,  smooths.  In  Cocoa,  Coral  Orange  Pink  Red 
Rose,  PLUS  TOTALLY  UNIQUE  UNI-COLOR:  colorless  in  the  case,  it  transfers 
"personalized"  color  and  shine  to  lips,  for  a  great  natural  look  I 


Thome  Pharmacy 

168  Nassau  Street  in  Princeton 


E.E.  Campbell,  R.P. 
^    Free  PRN  Igrescrlption  Delivery 


Dial  924-0077 
Every  Day  &  Holidays  Free  Gift  Wrapping 


